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1. GENERAL 

1.01 This BSRS provides an alphabetical index of available Bell System 
Repair Specifications which have been covered in BSRS Lists 365 through 
372 prepared by the Indiana Publication Center. It is the intent that 
BSRS Lists issued subsequent to List 372 are to be considered supplementary 
to this alphabetical index until it is reissued. It is the plan to 
reissue this index annually. 

1.02 Changes and additions are indicated by asterisks (*) in the 
left-hand margin. 
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Subject 


BSRS ISS. 


ADAPTERS: 

Adapters 

Dial Type & Dial Mountings 
Modular Type 


451.304 4 
451.909 8 
451.934 1 


ALARMS: 

Major Carrier, ED-50697-30 Type, Mastergroup Multiplex 411.573 

Pilot Type System, ED-50622-30; Mastergroup Multiplex 411.592 

64KHZ Type, ED-50605-30, and Amplifier; Mastergroup Multiplex 411.584 
8192 to 16384KHZ Multiplier & Alarm Assembly, ED-50605-33; 411.585 

Mastergroup Multiplex 


1 

2 

2 

2 


AMPLIFIERS: 

Distribution Type, ED-50113-30, L-Multiplex 

IF Bridging Type, J68349F 

IF Main Type, J68330A List 1 & 2 

J68336F Limiter Type 

J68392C-1 IF Type Unit 

J68858AM-1 & 2, B-2C Receiving Group Regulated Type 
J68858AP-1 List 1, 3, 4 & J68858AP-2 Receiving Supergroup 
Regulated Type 
J68647 Voice Frequency Type 

Keyboard Display Type,Synchronous "Dataspeed*"40,Supplemental 

Keyboard Display Type,Synchronous "Dataspeed*"40/4,Standard 

KS-16547 List 1 

KS-16575 List 1 

KS-16607 List 1 

KS-16608 List 1 

KS-16610 List 1 

KS-16617 List 1 

KS-16740 & Altec S-17 Systems 

KS-16754 List 1, 2, 3 & 4 

KS-16831 & Power Supply 

KS-19219 

KS-19220 List 1 

KS-19921 List 1 

KS-19328 

KS-19739 List 1 

KS-20312 Type 

KS-20449 List 1 


411.447 

474.241 
474.217 

474.242 
474.263 
411.407 
411.442 

411.301 

456.607 

456.608 

411.237 
411.233 
411.236 
411.232 
411.235 

411.238 

411.239 
455.152 

411.240 

411.242 

455.202 

455.203 

411.241 
455.211 
411.778 
411.698 


6 

1 

1 

2 

2 

9 

10 

3 

1 

1 

2 

3 
2 
2 
2 
1 
1 
6 

4 

5 
2 
3 
2 
1 
1 
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AMPLIFIERS: 

Ll Carrier Type (J68808) 

L3 Carrier Type 

Pilot Generator Alarm Type, ED-50621-30, Mastergroup Multiplex 
Secondary Group & Distribution Module Type, ED-50105-30 & -31 
Supergroup Drive Type, ED-50111-30 Groups 1-7 
1U Type, & Rectifier (J4001U), (Modified for use in 40B 
Mobile Transmission Measuring Circuit) 


411.266 

411.255 

411.591 

411.283 

411.410 

474.091 


12KHZ Drive Type, ED-50142-31 & 32, L-Multiplex 
11 IB Type 
124 Type 

142 Type 

143 Type 

147A, B & C Type 
151 Type 
153 & 292 Type 
**226 Type 
227A, B & C Type 

228A, D, J & K Type, L-Multiplex Carrier (Conversion) 
229 B & C Type, L-Multiplex Carrier (Conversion) 

230A Type, L-Multiplex 

231A, B, C, D, E, F & P Type, L-Multiplex 


411.450 

452.036 

411.256 

411.230 

411.231 
436.048 
452.039 
452.044 
411.414 
411.322 

411.401 

411.402 
411.554 
411.285 


232A Type, L-Multiplex 
234A & B Type, L-Multiplex 
236 Type 

238A & 276A Type 

239 Type, L-Multiplex 

241, 242 & 277 Type 

248A & C Type, L4 Multiplex 

261A Type, Mastergroup Multiplex 

262A to F & H Type, Mastergroup Multiplex 

266A to H Type, Mastergroup Multiplex 

266J, K, L & M Type, Mastergroup Multiplex 

270A & B Type, Mastergroup Multiplex 

271A Type 

273A & B Type, Mastergroup Multiplex 
280A & 281A Type 

447A & B Altec - Lansing (KS-20378 Listl&2) 


411.284 

411.403 

452.054 

452.056 

411.405 

452.057 

411.530 

411.539 

411.556 
411.555 
411.581 

411.557 

411.558 
452.066 
411.396 


10 

11 

2 

6 

5 

1 


5 

1 

2 

1 

1 

5 

6 
8 
4 
7 
7 

11 

3 

12 


4 

1 

2 
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BSRS ISS. 


ANALYZERS: 

Frequency 4A Type 
KS-15872 List 1 Spectrum Type 
**779 Type, Weston Model 1 and 5 Type 


474.121 2 
474.195 1 
478.088 1 


ATTENUATORS: 

J68392D-1, (Jack & Marker Oscillator Panel) Type 
KS-14190 & KS-14191 Type 
KD-14447 List 10 Type 
5A Type 


474.264 2 
474.210 1 
474.208 1 
474.004 2 


AXES: 

Axes & Axe Guards 


436.009 2 


BACKBOARDS: 

Backboards 

183A & B, 184A1 & B, 185A1 & 18781 Type, (89B Bracket) 


455.120 17 

455.213 3 


BAGS: 

Canvas Type 


436.065 1 


BARS: 

Digging Type 
Tamping Type 


436.046 3 

436.047 2 


BASES: 

Transaction Type, Recovery 

28 Type, TTY ... 

28 Teletypewriter Type, TP-152334 & TP-154147 Mod. Kit, 
Provide Local Paper Feed-Out Motor Start 
28 Teletypewriter Type, TP-16241 & TP-163359 Mod. Kit, 
Variable Speed Gear Shift (KSR & RO) . 

28 Typing Reperforator Type, TP-159417 Mod. Kit, Variable 

Speed Drive 
35 Type, TTY 

500, 554, 702, 2500, 2554, 2702, ACl & ADl Tel. Set Type 
526A, AM, B, BM, 2526B, & BM Tel. Set Type, 526A-Housing & 

253A, B & C Face Plates . „ 

570 J & K Tel. Set Type, and 111B, C, D & E Apparatus Boxes 

581A Tel. Set Type 


361.067 

456.137 

456.710 

456.719 

456.723 

456.150 

361.382 

361.383 

451.503 

361.376 


2 

21 

1 

1 

1 

11 

9 

1 

8 

6 
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BATTERIES: 

KS-5361, KS-15577, KS-15754, & KS-15886; Enclosed Lead-Acid 
Type Storage 


416.012 


1 


BELTS: 

Fabric Body Type - Safety Straps & Climber Straps 
Leather Body Type - Safety Straps, Climber Straps & Pads 


436.049 6 

436.014 8 


BENDERS: 
Cable Type 


436.098 1 


BITS: 

KS-16522 L-l & 2, KS-16548 L-l, 
Wrapping 

Wood Boring Type 


KS-16734 L-l, KS-16903 L-l, 


418.102 

436.007 


3 

1 


BLANKETS: 

Insulating Type 


436.085 4 


BLANKS: 

Apparatus Type, & Cardholders 


451.902 2 


BLOCKS: 

C, D, F, H, J & One Sheave Cable Type 

Connecting & 1A1 Matrix, 66 & 72B1-50 Type 

Connecting, 12, 40, 42, 44, 47 & 1044 Type (101 Type Covers) 

Connecting, 30 & 31 Type 

Connecting, 57, 59 & 60 Type 

E Cable Type 

Protector, 27, 29, 30 & 31 Type 
Terminal Type, 3, 6 & 8 Type 
Wire Rope Snatch Type 
2 & 5 Type 


436.039 

455.201 

455.140 

434.101 
455.208 
436.040 

453.102 
434.024 
436.092 
434.025 


Equipping, Coin Telephone (KS-19945) & Similar Apparatus 

KS-14611, Telephone Type & Accessories 

KS-16797, Telephone & Accessories 

KS-19206, Telephone Type & Accessories 

KS-19340, Telephone & Accessories (Wood) 


457.113 7 
457.106 39 
457.112 22 

457.114 7 
457.117 10 
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BOOTHS: (Continued) 

KS-19425 & KS-19580, Telephone & Accessories 
KS19442, Telephone & Accessories 


457.120 

457.118 


KS-20255, Telephone KIOSK & Associates *57.123 

Telephone Wiring Type & Similar Mounting Arrangements *57.109 

10 & 11 Type, Telephone & Conversion to KS-19340 with KS-14125 457.103 
Blower 


14 

8 

1 

16 

30 


**B0XES: 

Apparatus Type 115A1, Bl, Cl and Dl 
Cable Terminal Type 
Junction Type 

BRACES: 

B Ratchet Type 
BRUSHES: 

11, 12, 13 & 15 Type 
BUZZERS: 

KS-20419, KS-8108, KS-8109, KS-8110, 
and KS-13783 and 7 Type Bells 
8 Type 


434.022 1 

434.017 3 

473.007 3 

436.022 3 

407.301 1 

4 & 7 Type (except 7G), 455.131 11 

455.132 5 


CABINETS: 

Attendant Type, For 740A, B & C PBXs 

"Dataspeed*" 40 Type, Paper Winders & Faci1ities-Std.Repair 
"Dataspeed*" 40 Type, Paper Winders & Faci1ities-Suppl. Repair 
Magnetic-Tape Terminal Type, Dataspeed 
Perforator Type, Conversion of, E/W Output Type Bins 
(ED-40028-01) to Cabinet E/W Output Tape Reels 
(ED-40025-01 & ED-6301-11), AMA 
Pole Mounted Type J98703D 

1A, 2A, 5C Sender Type & IB, 5B Receiver Type, and 5A 
Apparatus Box Assembly 
28 Type, Modification Kit 
28 & 35 Type, and Covers, Tables & Housings 
33 Type, Teletypewriter Sets 
35 Type, and Covers & Stands 
37 Type, Teletypewriter Sets 


417.801 

456.198 

456.189 

456.179 

415.406 


456.158 

456.712 

456.136 

456.140 

456.149 

456.168 


4 

2 

2 

1 

1 


5 

2 

18 

9 

10 

3 


c m ; Inside Wiring Type 
Connector Type 


Oannecting Type, Mobile Telephone 


455.162 1 
451.303 11 
472.011 2 
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Subject 

BSRS 

• 

CALCULAGRAPHS: 

Model 6 

Model 30 

Model 33, KS-7769 

415.201 

415.202 

415.203 


CALIBRATOR: 

Frequency, J68345F Type 

KS-15840 L-l, Micromhos Meter Type 

111 & 11IB Crystal Type 

474.134 

474.120 


CAMERAS: 

KS-14776 L-l & 2, Traffic Usage Recorder 

415.407 

• 

CAPACITORS: 

21, 147, 149, 194, 199, 445, 447, 449, 452, 1021, 1147 

1149 Type 

137, 139, 141, 371, 437, 439 & 441 Type 

195A, B, C, 198A, B, C, 387A & KS-16023 Type 

450.401 

410.601 

450.402 


CAPS: 

Lamp Type 

413.502 


CARDS: 

Teletypewriter Circuit Type, "Dataspeed*" 40 

TP41740 Logic Circuit Type 

456.528 

456.531 

• 

CARS: 

Cable Type & Straps 

CASES: 

Fiber Cases, Satchels & Carrying Straps 

Splice Type 

436.027 

455.601 

434.012 

• 

CHAIRS: 

Operator (Bentwood) Type 

Operator (Metal) Type, & Purse Holder 

Supervisor (Bentwood) Type 

Supervisor (Metal) Type, & Supply Cabinet 

420.301 

420.303 

420.302 

420.304 

• 

CHAMBERS: 

Binding Post Type, G & H, and 53A Cable Terminal 

434.014 


ISS. 


1 

1 

5 


2 

1 


1 


3 

2 

3 


3 


1 

1 


3 


3 

9 


6 

12 

5 

8 


3 
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CHASSIS: 

32A Coin Type 457.241 1 

CHECKER • 

24A Loop, (J94024A) 474.161 6 

CHUTES: 

Coin, - Stainless Steel Type for Multislot Coin Collectors 457.214 13 

Repair 

Modification 


CIRCUITS: 

Attendant Cont. Conference Type, J58876UY-1, 770A PBX 417.118 

Battery Reversal Toll Control Type, J58876YM-1, 770A PBX 417.127 

Camp-On Type, J58876UT-1, 770A PBX 417.116 

Carrier Transfer Type, ED-50695-30, Mastergroup Multiplex 411.526 

"Dataspeed*" 40-Circuit Card Book, 40C103 456.192 

(Standard Repair) 

"Dataspeed*" 40-Circuit Card Book, 40C103 456.190 

(Supplemental Repair) 

Dial Transfer Type, J58876UR-1, 770A PBX 417.115 

Dual Console Control Type, J58876YA-1, 770A PBX 417.119 

Executive Override/Ringback Trunk Type, J58876YT-1 417.129 

FYA 2600 HZ Tone Supply & Transfer Type (J99335YA-1) - FYG 411.661 
Carrier Group Alarm Control Circuit (J99335YG) 

Interconnect Type, J58876YE-1 & YF-1, 770A PBX 417.123 

KS-21454 Control Type 457.238 

Line Switch Type, J58876UB-1, 770A PBX 417.107 

Manual Transfer Inhibit Type, ED-50696-30, Mastergroup 

Multiplex 411.527 

Marker Type, J58876UA-1, 770A PBX 417.106 

Miniature Dial Long Line Type, J99334AA, AB & BA 420.922 

Oscillator Alarm Type, ED-50622-31, Mastergroup Multiplex 411.589 

PBX "Touch-Tone" Calling-Receiving Type, J58844A, B & C 420.911 

Position Type, J58876UF-1, 770A PBX 417.109 

Power, Ring, Tone & Interconnecting Circuit, J58876PA-1, PB-1, 417.124 
PC-1, PE-1 & PF-1, 770A PBX 

Power Supply Type, J87216A, C & N2 Carrier 411.347 

Register Type, J58876UH-1, 770A PBX 417.111 

Stabilizer Switch & Alarm Type, ED-50135-30, L-Multiplex 411.439 

Switch Loop Type, J58876UG-1 & US-1, 770A PBX 417.110 

Testing & Monitoring Type, J98613AY 474.252 

Tie Truck Applique Type, J58876YB-1, 770A PBX 417.120 


1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

4 

1 

1 

2 

1 

3 

1 

1 

1 
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CIRCUITS: (Continued) 


Tie Trunk Interface Type, J58876YC-1 & YN-1, 770A PBX 417.121 
"Touch-Tone" Calling-Receiver Type, J99266 (Type A2) 420.904 
"Touch-Tone" Calling-Receiving Type, J99289 (Type A3) 420.907 
Traffic Register Type, J58876YH-1, 770A PBX 417.126 
Transfer Control Type, ED-50619-30, Mastergroup Multiplex 411.588 
Transmission Path Cut Type, ED-99574-30 & ED-99583-30 411.605 
Trunk Group Type, J58876UC-1 & UD-1, 770A PBX 417.108 
Universal Interface Type, J58876YL-1, 770A PBX 417.128 
1-Way Outgoing C.O. Trunk Type, J58876UM-1, 770A PBX 417.125 
40B Mobil Transmission Measuring Type, J64040B 474.128 


1 

3 

5 

1 

1 

1 

1 

1 

1 

1 


CLIMBERS: 

Linemen's Type 

CLOCKS• 

Electric, Nos. 1A, IB, & 1C Type 

CLOSURES: 

1, 4 & 6 Type 
5A & 5B Type 


436.011 11 

415.101 1 

434.020 2 

434.019 4 


CLUTCHES: 

1 Through 11 Type 


408.301 11 


COILS: 

Heat Type, 40, 75A & 76A 
Heat Type, 74 
Induction Type, 63 & 181B 
Induction Type, 101A, 101B & 104A 
KS-13580 Choke Type 

KS-13581, KS-13582 & KS-13597 Choke Type 


412.301 3 

412.302 2 

410.301 1 

450.307 3 

420.401 1 

420.402 1 


COMMUTATORS: 

Panel Selector Type 


407.201 1 


Western Electric 

Distribution and Repair Services 


BSRS 104-011 
Issue 45 
July 1, 1983 
Page 11 


Subject 


BSRS ISS. 


COMPRESSORS: 

Air Dryer Type, Overhaul 


350.017 1 


CONNECTORS: 

KS-16730 List 1 Recorder Type 
KS-19645 Recorder Type 

Voice Frequency Maintenance Type, J98621AA (List 1 & 2) 


455.198 3 
455.205 8 
411.399 1 


I WULl-J . . 

"Dataspeed*" 40 Operator Type, 40K101(KD)&40K001(R0)- 
Std. Repair 

"Dataspeed*" 40 Operator Type, 40K101(KD)&40K001(R0)- ■ 

Suppl. Repair 

Electronic Telephone Type (For CSS-201 PBX) 

Operator Type, 43 
Telephone Type, 14 & 15 

Telephone, IOC, 10D, 11C, 1ID, 20, 30, 40, 50, 60, 80, 

128A, 132A, 138A, 152A & 500A Type 
Telephone & Selector Type, 12 & 14 Type Apparatus Units, 
and 600 Series Telephone Sets (Attendant Consoles) Recovery 
Requirements 
6 & 7 Selector Type 


456.195 

456.186 

423.142 

456.208 

361.379 

417.501 

361.363 


361.386 


2 

2 

1 

1 

4 

5 

13 


2 


CONTROLLERS: 

Synchronous "Dataspeed*" 40/4 Type, (40C401,40C402, 
and 40C403) - Standard 

Synchronous "Dataspeed*" 40/4 Type, (40C401,40C402, 
and 40C403) - Supplemental 

35A-1 Line Type, for 8A1 Data Selective Calling System 


456.206 1 

456.207 1 

456.920 1 


CONVERTERS: 

DC to DC Type, J87297A, B & C 
DC to DC Type, J87327A 
DC to DC Type, J87331A, Tl Carrier 
Solid State Type, J58847AD, PBX Systems 


416.029 2 
411.737 1 
411.696 2 
420.912 2 


CORDS: 

B Soldering Type, AT-7959 
Soldering Type, KS-8740 & KS-14440 
Soldering Type, Non-Electric 


436.104 1 
418.101 3 
436.044 1 
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CORDS: 

Modular Station Type 
Operators Type 
Station Type 
Switchboard Type 
Teletypewriter Type 


362.203 1 
451.306 2 
362.201 46 
404.101 7 
456.604 1 


CORRECTOR * 

- M Lead Pulse Type, ED-99791-30 411.269 1 


COUNTERS: 

Impulse Type, 6A & 6E, J94006A & E 
Impulse Type, 6H & 6HR, J94006H & HR 
KS-19247 Electric Type 
2G, H, J & K Type, L-Multiplex 
4A, B & C Type, L-Multiplex 
7A & B Type 


474.173 8 
474.258 3 
474.189 1 
411.567 1 
411.294 4 


COUPLERS: 

Data 1000A Type 480.117 

Data 1000B Type 480.116 

Data 1001A Type 480.118 

Data 1001B Type 480.115 

Data 1001D Type 480.121 

Data 1001F Type 480.126 

Data Set Type, TP312418 456.523 

IF Directional Type, J68333C 474.233 

KS-19522 List 1 & 2 Recorder Type, Voice Control KS-19522 455.204 

List 11, and Test Set KS-19522 List 12 
KS-20721 Station Type, and Associated Circuit Boards 455.216 

Voice 30, 31 & 32 Type 455.212 

23 Type 455.219 


3 

3 

2 

2 

3 

3 

3 

1 

5 

1 

5 

1 


COVERS: 

Coin Receptacle Type 
123 & 125 Type 


457.203 10 

455.143 2 


CUTTERS: 

Cable Cutters & Extension Handles 
Porcelain Tube Type 
Strand Type 


436.096 2 
436.066 1 
436.037 1 
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CYLINDERS: 

24 Cubic Foot Nitrogen Type 
DECODERS: 

Digital Type, Secode RPD-801 & RPD-825WE 473.024 2 

DEMODULATORS: 

068882AG 1, Demodulators & Modulator; Mastergroup Multiplex 411.564 5 

J68882AH 2 to 6; Mastergroup Multiplex 411.559 3 


DETECTORS: 

IF Type, J68345H 474.227 1 

IF Unit Type, J68392F-1 474.266 2 

KS-20147 Distortion Type 474.269 1 

Limiter Type, J68336H 474.243 2 

Selective 90B Type, J64090B, BA & BB 474.286 1 

Selective 90H Type, J64090H, HA & HB 474.292 1 

Tone Type, 1A350 451.931 1 

DIALERS: 

KS-19594 Type, Magicall 451.919 9 

DIALS: 

Dial & Network Assembly, P90D220, Recovery 362.318 4 

Dial & Network Assembly, P90D220, Repair 451.929 4 

KS-16844 "Rapidial" Type 451.915 5 

6, 7, 8, 9, 10 & 11 Type 362.312 25 

21, 23 & 24 Type, Recovery 362.305 4 

21, 23 & 24 Type, Repair 451.914 7 

22, 25, 35(LC) & 66 Type, Recovery 362.306 16 

22, 25, 35(LC) & 66 Type, Repair 451.917 17 

26, 36 & 67 Type, Recovery 362.307 7 

26, 36 & 67 Type, Repair 451.918 7 

35(RC) Type, Recovery 362.317 5 

35(RC) Type, Repair 451.927 5 

40 & 41 Type, Recovery 362.304 7 

40 & 41 Type, Repair 451.916 4 

42A Type 451.922 2 

43 Type 451.924 3 

51 Type 362.314 3 
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DIALS: (Continued) 


53 Type 

451.928 

2 

70 Type, Recovery 

362.319 

4 

70 Type, Repair 

451.930 

4 

80 & 82 Type, Recovery 

362.315 

11 

80 & 82 Type, Repair 

451.923 

11 

83 Type, Recovery 

362.320 

2 

83 Type, Repair 

451.933 

2 

103A & 104A Type 

451.905 

6 

870A1 & 2870A1 Type, Repair 

361.066 

2 

1008, 1025, 1035, 1036 & 1066 Type 

362.313 

6 

DIODES: 

Diodes & Varistors 

420.901 

13 

DISTRIBUTORS: 

28 Type 

456.129 

8 

DOORS: 

Cash Compartment Type 

457.210 

16 

DRILLS: 

Automatic "B" Type 

455.608 

1 

Extension Type 

455.604 

2 

Masonary Type, Carbide Type 

455.617 

1 

Masonary Type, "L" Type 

436.001 

1 

IVER, MAGNET: 

Selector Type, TP177010 

456.603 

4 

DYNAMOMETERS: 

Strand Type 

436.034 

1 

EQUALIZERS: 

Adjustable Deviation (J98703BE) Type, Nl & ON Carrier 

411.352 

2 

K S-16816 Type 

411.243 

2 

KS-20159 List 1,2,3 & 4 Type, Amplifiers 

411.777 

1 

311A Type 

362.143 

1 

359 Type 

411.477 

4 

EQUIPMENT: 

CATV Type, Jerrold Electronics Corp. "Starline" 

411.601 

2 

Key Type, 100, 101 & 103 

454.116 

1 
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EQUIPMENT: (Continued) 

15A, 23A, 100, 101 & 103 Key Type, and 107 & 108 Wiring 
Plans, List of Manufacturing Specs & Drawings 

EXTENDER: 

2A Range Type, Dial Long Line Circuit 

FILTERS: 

Carrier Type 

Radio Frequency Suppression Type 
61 Type, & 152A Condenser 
508B Type 

595B Type, L-Multiplex 
595D Type, L-Multiplex 

654A thru 654M, 654AA thru 654AM & 659A thru 659F Type, 
1097A Type 


420.919 


411.268 

362.311 

451.401 

474.019 

411.571 

411.572 
411.428 
418.105 


1 


4 

3 

1 

1 

2 

3 

4 
1 


FLASHERS: 

Warning 


436.069 2 


FRAME: 

"Dataspeed*" 40 Wired Type, Standard 
"Dataspeed*" 40 Wired Type, Supplemental 


456.197 1 

456.188 1 


FURNACES: 

Propane, B, C, & D Type 
FUSES: 

7A, 7T, 11C & 60 Type 


436.035 3 

412.401 2 


GATES: 

25A & 29A Type 
28A Type; L4 Carrier 

GENERAL, (REQUIREMENTS): 

Alphabetical Index, All Divisions 
A & P Type Circuit Packs & No. 1 ESS Lines & Trunks 
Circuit Packs, Teletype 

Circuit Packs & Printed Wiring Board Assemblies 

Circuit Packs, 800 Type PBX 

Coin Collectors & Coin Tleephone Sets 

Data Set, Data Auxiliary Set & Data Unit 

Electronic Equipment & Apparatus 

^jmerical Divisions 

p8X Switchboards, Cord Type (Including Platforms) 


474.244 

3 

411.693 

1 

104.011 

42 

421.001 

13 

456.501 

4 

350.002 

9 

423.101 

3 

350.004 

14 

480.127 

2 

470.001 

14 

103.001 

6 

417.250 

12 
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GENERAL, (REQUIREMENTS): (Continued) 

Relays 

Scope & Plan for Issuance of BSRSs 

Station Apparatus, Appearance Standards 

Station Apparatus - Application of Corrosion Inhibitor 

Station, Outside Plant Apparatus & Equipment 

Telephone Sets 

Teletypewriter Components 

Uniform Color Plan, Product Conversion, Group 2 
101 Electronic Switching System 
101 Type 
ESS Apparatus 

800A PBX 
801A PBX 
805A PBX 


GENERATORS: 

Frequency Type, 101A & B 
Frequency Type, 107 
Frequency Type, 112A 

Harmonic Type, ED-50129-31 & -32 4KHZ, L-Multiplex 

KS-13766 & KS-13789 Hand Type 

KS-20146 Signal Type 

Loop Checker Type, 24B & C (J94024B & C) 

Microwave Type, J68330G 

Milliwatt Reference Type, 71A, B, C & F (J94071) 


Noise Type, 201A & B 

Par Meter Type, 27C (J94027C) 

Par Meter Type, 27E (J94027E) 

Pulse Type, J38943 Cl (ED-32316-30) 

Ringing Type, KS—5523, KS-5585, KS-5593, KS-5756, KS-5815, 
KS-15529 & KS-15670 

Signal Type, Ferris Instrument Co. Models 22D & 22DS 
Signal Type, Measurements Corp. Models 80, 80R & M-360 
Signal Type, 61B & C (J64061B & C) 

Signal Type, 63A (J64063A) 

Spectrum Type, 70A (J94070A) 

Tone 400A Type 

Tone 402A & B Type 

4KHZ J99300BA Type, N3 Carrier 

404A to G Tone Type, and 10A & B Tone Monitors & 174A 


Interrupters 


GLOVES: 

Insulating Type 


BSRS ISS. 


401.100 2 
101.002 4 
350.005 3 
350.013 2 
350.001 12 
350.003 27 
456.051 28 
120.002 2 
423.001 4 


423.100 2 
423.138 1 
423.123 1 


416.036 1 
416.005 9 
416.037 1 
411.411 7 
455.102 2 
474.268 1 
474.194 6 
474.249 1 
474.144 5 
474.101 3 

474.275 1 

474.276 1 
420.921 1 
416.003 2 

474.095 1 
474.001 2 
474.023 4 
474.090 1 
474.153 3 
420.909 5 
420.916 1 
411.424 1 
416.017 1 


436.084 8 
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GONGS: 

Gongs 

GUARDS: 

Manhole Type 

HAMMERS: 

Hammers 

HANDLES: 

Tree Pruner Type 
HANGERS: 

Directory Hangers, Fasteners & Shelves 

HEADBANDS: 

11A Type 
15 Type 
19A Type 

HEATERS: 

Propane Tent Type 

HOIST: 

Chain Type 

HOOKS: 

Cant Hooks & Peavies 

HOOPERS, COIN: 

50A & 51A Type 

HOSES: 

Pressure, B, C, D & E Type 
INDICATORS: 

Failure Type, H-327-730, N. Carrier 
Gas Type 

KS-16652, KS-16653, KS-16654, -752, 753 & 754 Volume Type 
KS-16791 Volume Type 
Pilot 2A Type, (J64002A) 

Pilot 7A Type, (J64007A) 


474.137 
436.095 
474.075 

474.138 
474.069 
474.076 


450.902 

436.028 

436.023 

436.054 

457.301 


452.010 2 
452.024 14 
452.065 1 


436.081 

436.032 

436.010 

457.240 

436.101 


6 

1 

1 

3 
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INDICATORS: (Continued) 

Station 15, 16, 17, 18, 20 & 21 Type 
Telegraph Signal Condition Type, SCI-1 
24A (-) Line Status 

INDUCTORS: 

1542A Type 
1610A Type 

INSERTERS: 

Signal Type, J68333B & F 

INTERRUPTERS: 

Interrupters 


455.103 

474.151 

413.602 


455.141 

455.144 


474.232 


454.202 


INVERTERS: 

KS-16662 List 1 Type 

20-HZ Type, J87266E - Plug-In-Units, (J87266F, G & H) 


454.408 

416.023 


ISOLATOR: 

Ringer Type, P-90D011 


455.215 


JACKS: 

Station Type, 404A & B, 493A, 497A, 548A, 549A, 550A & 

KS-16151 

Station Type, 541, 547 & 551 

49 Type, & Associated Mountings 

92 & 292 Type, & Associated Mountings 

137,138,141,275, 295,308,347,362,365 & 378 Type, and 109 

110,112,115,116,131,136,137,180,181,217 & 232 Type Mountings 


455.172 

455.199 

402.101 

402.102 

402.103 


KEYBOARDS: 

28 Type, TP-174216 Mod. Kit, to Equip Mark II Keyboard with 
Answer-Back 

33 Teletypewriter Type 
37 Teletypewriter Type & Base 


456.726 

456.142 

456.165 


4 

1 

1 


3 

2 


1 


2 


2 

1 


1 


1 

1 


1 

11 

2 
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KEYS: 

A1U,A1AF,A1AW,A1AY,B1C,B1BB,B1BU,B1CJ,B1CL,B1CW,B1DW, 

BlGC,BlGU,BlHA,B1JC,BlJH,BlLD,B2A,B2J, & B20A Key Units; 
-2A,2B,2F,2G,2N,2U,2AJ,2DD,2DE,2GR,2HA,2HP,2HS,2HT,2KW, 

2PL,2SH,2TD,2ACP,2A,2ADS,2AEK,2AEW,2AEY,2AGH,2AHM, 
2AJS,2ALG,2ARD,3A,B,G, & 5K Frame & Lever Assembly 
549 & 551 Type 

559,560,574,584,612,631,637,638,642 & 644 Type 
588,589,626,636 & 641 Type 
598,599,618,619,620,623,633,645,656 & 657 Type 
Repair 
Recovery 
613 & 629 Type 
614,615,648 & 649 Type 
617 & 658 Type 
621 & 622 Type 
635, 647, 651 & 652 Type 

663 Type 

664 Type 

700 & 701 Type 

6002,6004,6005,6007,6008,6009,6011,6012,6013,6017,6018,6019, 
6021,6022,6023,6026,6027,6028 & 6030 Type 
6040 & 6041 Type 
6050,6051 & 6052 Type 


403.101 


454.105 

362.403 

362.404 

362.405 


454.114 

403.102 

454.112 

454.113 
362.407 
362.409 
454.122 
454.108 

454.106 

454.107 
454.111 


1 


11 

14 
26 

15 


4 
1 

5 
3 
9 
1 
1 
2 
9 

14 

5 


KNIVES: 

Chipping Knives & Chipping Knife Guards 


436.043 2 


LADDERS: 

B Ladder Foot Type 
Combination Type 
Extension Type 

Extension Type, Fibreglass, AT-8618E 
Sectional Type 
Step Type 


436.093 1 
455.613 1 
436.015 4 
436.117 2 
436.016 2 
455.606 1 


LAMPS: 

Manhole & Work Type 


436.031 2 


LANTERNS: 
Kerosene Type 


436.059 1 
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LIGHTS: 

Flashlights, Head Lamps, Spotlights, 
Dual Battery Lights 

LOCATORS: 

Pipe Type 

LOUDSPEAKERS: 

KS-16846 Type 
758 Type 
759A & B Type 
760A Type 
761 Type 
762A Type 


Electric Hand Lanterns & 455.610 1 


436.077 1 

455.196 1 

455.182 9 

455.194 10 

455.195 4 

455.200 1 

455.209 1 


MACHINES: 

Ringing, KS-5133, KS-5133-01,KS-5159,KS-5159-01,KS-5319, 

KS-5319-01,KS-5319-02,KS-5319-03,KS-5319-04,KS-5352,KS-5510, 
KS-5546,KS-5659,KS-15804 L-l 
1000 Cycle, KS-5472 L-2 & KS-5472-01 L-12 


416.002 

474.093 


2 

1 


MASTS: 

B & C Warning Masts, B Warning Stand & B Warning Mast Adapter 


436.068 


2 


MEMORIES: 

870A & 2870A Type, Repair 


451.932 2 


METERS: 

AC Electronic Voltmeter, Ballantine 

Carrier - Frequency Voltmeters, KS-15538 List 1 to 5 & 5A 
DM-1 Deviation Type, Gertsch Corp 

Dosimeters (CDV-740,746) & Charger (CDV-756), Bendix Charger 
Model 906-1 

Dosimeter & Charger, (Bendix Model 643, CD-020180) 

D Spec. Type, Data Sheets 
FM3 Frequency Type, Gertsch 
FM6 VHF Frequency Type, Gertsch 
Frequency, Link 2051 Type, Budelman 17A & RCA CX8A1 
Frequency & Modulation Type, General Electric 4ST-13A & 
4ST-13A WE 

Frequency, 72A Type (J64072A) 

Gertsch Frequency Type, Model FM-7 


474.032 

474.024 


474.003 

474.057 

474.046 

474.221 


2 

8 


6 

2 

4 

1 
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METERS: (Continued) 

IF Frequency J68337E Type, IF Detector Lists 1 to 5 

IF Frequency Type, 068345J 

KS-7361 Per Cent Break Type 

KS-7995 DB Type 

KS-8039 Volt-Mil 1iammeter 

KS-8340 Ohmmeter 

KS-8455, M9A & M9B Type, and 89A Test Set 
KS-14234 Volt-OHM-Mil1iammeter 

KS-14510 Volt-OHM-Mi11iammeter, and Triplett Model 630 

KS-16979 Volt-OHM-Mil1iammeter 

KS-19178 Voltmeter 

KS-19257 Electronic Voltmeter 

KS-20538 Type (Volt-OHM-Mil1iampere) 

Megacycle Type, Model 59 & 59UHF, Measurements Corp. 
Milliwatt Power Type, 73A & B (J64073A & B) 

Peak Reading Deviation Type (Gertsch Model DM-3) 

Power Type (J68340E & N) 

Power Type, 70A & B (J64070A & B) 

Power Type, 74A Wideband (J64074A) 

RCA Voltohmyst WV-97A & WV-98A 

Thermo Voltmeter, Microammeter, Weston Model 622 

Vacuum Tube Voltmeter, Hewlett-Packard Models 400A,C & D 

Vacuum Tube Voltmeter, Measurements Corp. Model 62 

Voltmeter, Weston 931 Type 

Volt-OHM-Mil1iammeter, Simpson Model 260 

Volt Tube Voltmeter, Hewlett-Packard Model 410A & B 

9A Video Distortion Type (J64009A) 

22A Milliwatt Reference Type (J94022A) 

**1163 FM Deviation Type 


474.209 

474.201 

474.086 

474.154 

474.036 

474.037 

474.016 

474.082 

474.038 

474.169 

474.192 

474.187 

474.294 

474.022 

474.067 

474.224 

474.214 

474.030 

474.280 

474.148 
474.168 
474.002 
474.063 
474.085 
474.028 
474.064 

474.149 
474.143 
474.157 


1 

2 

1 

1 

1 

1 

3 

1 

3 

1 

1 

1 

1 

3 

3 

2 

2 

3 

1 

2 

1 

3 

1 

2 

2 

3 

4 

5 


MODULATORS: 

J68882AF-1 2 to 6: Mastergroup Multiplex 
Modulator or Demodulator J68858AC Supergroup, Carrier 
Filter & Bandpass Filter Modules 
Supply Type, ED-50108-35, -36, -38, -40 & -43; Supergroup 
Carrier 

9A,B,C,D,E,F,G & H, Type; Mastergroup Multiplex 
10A & 10B Type 


411.562 

411.446 

411.451 

411.528 

411.529 


3 

3 

1 

6 

2 


Western Electric 

BSRS 104-011 

Distribution and Repair Services 

Issue 23 


July 1, 1983 


Page 22 


Subject BSRS ISS . 


MODULES: 

Dataspeed Electronic Type 456.524 1 

Group Pilot Insertion Type, ED-50107 Groups 1 to 7 411.449 3 

Group Pilot Insertion Type, ED-50230-30 Groups 1,2,3 to 8 411.448 3 

Harmonic Generator, ED-50110-30 & 34; L-Multiplex 411.551 3 

Harmonic Generator, ED-50110-31; L-Multiplex 411.552 3 

Harmonic Generator, ED-50110-32; L-Multiplex 411.553 3 

MONITORS: 

Display Type, "Dataspeed*" 40(40MN101)-Supplemental 456.185 3 

Display Type, "Dataspeed*" 40(40MN101)-Standard 456.194 2 

FM Modulation, Doolittle Radio FD-9 & FD-9B and James Knights 474.096 1 

FD-12 

KS-19833 TV Picture Type 474.282 1 

Video, KS-5799 List 1, 2, & 3 (7 Inch), KS-15654 List 1 & 2 474.013 4 

(12 Inch) 

MOTORS: 

AC/DC Duplex Motors, KS-5020,KS-5021, & KS-5407, Repaired 416.004 1 

AC/DC Duplex Motor KS-5440 

Teletypewriter Motors, Motor Units & Governors 456.052 20 

MOUNTINGS: 

Key Type, 400 Series, Repair Requirements 454.115 1 

KS-16705 Type 457.111 7 

KS-19426 Type, & Accessories 457.119 8 

Lamp Socket Type, 136, 137B, 236, 275, 278B, 281A, 283A, 414.301 2 

290A & 291A, and Lamp Sockets Nos. 12, 12B, 13, 41A, 43A, 

47B, 49A, 50A, 51B & 53A 

Protector C50, C52, E50, E52, 68A & 69A Type, and Protectors 412.101 2 

1268A & 1269A 

MULTIPLIERS: 

Assembly, ED-50605-31 128 to 512 KHZ; Mastergroup Multiplex 411.574 2 

Assembly, ED-50605-32 1024 to 4096 KH; Mastergroup Multiplex 411.575 2 

NETWORKS: 

Demodulator F-54256 to F-54264, Supergroup 411.443 1 

Demodulator F-55254 to F-55257 & Modulator F-55258 to F-55261, 411.445 1 

Supergroup 

Modulator F-54654 to F-54662, Supergroup 411.444 1 
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NETWORKS: (Continued) 


Switching Type, 800A PBX, J58849 
Switching Type, 801A PBX 
177, 184 & 185 Type 

425, 495, 498, 854, 861, 1016, 4010, 4044 & 4228 Type 
837 Type 
849 Type 

4019A Type, Master Clock & Framing Generator, T1 Carrier 
4019AK & AL Type, Digit Timing 1/8 Rate, Tl Data 

4019AN & AP Type, Digit Timing Supergroup Rate, Tl Data 

4019AR & AS Type, Digit Timing Group & Supergroup Rate, 

Tl Data 

4019B Type, Converter & Common Signaling-Transmitting, 

Tl Carrier 

4019C Type, Encoder Drive, Tl Carrier 

4019D & 4019BD Type, Tl Carrier 

4019E, F, J & K Type, Tl Carrier 

4019G Type, Framing Detector, Tl Carrier 

4019H & BH Type, Digit Pulse Generator, Tl Carrier 

4019L Type, Channel Gate & Filter Receiving, Tl Carrier 

4019M Type, Converter & Common Signaling-Receiving, Tl Carrier 

4019N & AB Type, 2HKZ Code Generator & Detector, Tl Carrier 

4019P Type, Trouble Locating Circuit, Tl Carrier 

4019R Type, PAM Detector, Tl Carrier 

4019U Type, 1-KC Rejection Filter, Tl Carrier 

4020A Type, Compressor, Tl Carrier 

4020B Type, Expandor & Expandor Oven, Tl Carrier 

4020C Type, Encoder, Tl Carrier 

4020D Type, Decoder, Tl Carrier 

4020F Type, Radio Voltage Comparator, Tl Data 

4182 Type 

4243B Type 

42 51A Type 

4281 A/B Type 


423.122 

423.139 

410.602 

362.142 

411.434 

411.433 

411.360 

411.487 

411.491 

411.492 

411.361 

411.362 

411.363 

411.364 

411.365 

411.366 

411.368 

411.369 

411.370 

411.371 

411.372 

411.373 

411.374 

411.375 

411.376 

411.377 

411.488 
411.004 

420.928 
420.926 

420.929 


2 

1 

2 

31 

3 

2 

6 

1 

1 

1 

9 

8 

8 

10 

5 

7 

5 

6 

3 

4 

4 
3 

5 

6 
7 

11 

1 

1 

1 

1 

1 


OSCILLATORS: 

Group Type, 01 Carrier 
Hewlett-Packard Type, 200C, 200CD & 200H 
IF Sweep Type, J68340C 
IF Sweep Type, J68345B 


411.264 3 
474.011 2 
474.248 1 
474.205 1 
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OSCILLATORS: (Continued) 


J64090G Type (90GB Frequency Synthesizer & 90GA Transmitter) 474.291 
KS-10361 Two Tone Type 474.010 
KS-19258 Audio Type 474.188 
KS-19260 List 1 & 4 Type 474.213 
KS-19353 List 1 Type 474.225 
KS-19353 List 4 Type 474.246 
KS-19397 Current Controlled Type 474.250 
KS-19711 List 1 Audio Type 474.295 
RS Sweep Type, J68340H 474.204 
RF Sweep Type, J68345C 474.206 
Repeater Type, and Miscellaneous; 01 & ONl Carrier 411.265 
Restoral Type (J99272AT), N2 & N3 Carrier Telephone 411.351 
Test Type, Hewlett-Packard Model 650A 418.312 
Test Type, & Logic Unit, J68877AF-1 List 1 to 6, L4 Carrier 411.582 
Test Type, & Logic Unit, J68877AS-1 List 1,2,2A & 3, 

L4 Carrier 411.590 
11A Type 474.099 
17B Type 474.073 
19C Type 474.007 
27A Type 474.097 
51A Type, J64051A 474.077 
52A Type, J64052A 474.084 
53A Mobile Type, J64053A List 1, 2 & 3 474.080 
56A Type, J64056A 474.102 
58AN Portable Type, J68858AN 474.215 
66A to 66S & 66AA to 66BA Type, L4 Carrier 411.565 
68A Type, Mastergroup Multiplex 411.525 
68B & C Type, L4 Carrier 411.566 
70 Type, 70A to 70K, L4 Carrier 411.568 
90AB Local Type, J64090AB 474.285 

OSCILLOGRAPHS: 

Cathode-Ray Type, Dumont 208 474.083 
Cathode-Ray Type, Dumont 224A 474.047 
Dumont 304A & 304H Type 474.029 


1 

2 

1 

4 

3 
1 
2 
1 
1 
2 
1 
1 
1 

4 

3 

1 

2 

3 
1 
1 
2 

4 
2 
1 
2 
1 
1 
1 
1 


1 

4 

2 
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OSCILLOSCOPES: 

KS-15512 List 1 to 5 Type 

KS-15586 List 1 Type 

KS-15869 Type 

KS-16305 Type 

KS-19763 TV Waveform Type 

122AR Type (J79904B List 8), Hewlett-Packard 

130A Type, Hewlett-Packard 


474.027 5 
474.094 1 
474.100 2 
474.104 3 
474.281 1 
474.185 1 
474.106 1 


PACKAGES, CIRCUIT: 

Component Type, No. 101 ESS 423.005 
Heterogenous Pulse-Tested Type, No. 101 ESS 423.004 
Line & Trunk Type, No. 101 ESS 423.003 
Logic Type, No. 101 ESS 423.007 
Low Level Amplifier Type, No. 101 ESS 423.002 
Monopulser & Time Type, No. 101 ESS 423.009 
Oscillator & Tone Generator Type, No. 101 ESS 423.006 
Reference & Control Type, No. 101 ESS 423.008 


PACKS, CIRCUIT: 

A Type, AC Gates & Transformers 421.002 
A Type, Amplifiers 421.003 
A Type, A301 to 325 421.018 
A Type, A326 to A350 421.019 
A Type, A376 to A400 421.021 
A Type, Component Boards 421.004 
A Type, Delay Generators 421.005 
A Type, Detectors 421.006 
A Type, Discriminators & Directors 421.007 
A Type, Drivers & Scanners 421.008 
A Type, LLL & MCL and Not Gates 421.009 
A Type, No. 1 ESS MF Boards A152,A155,A260 & A266 421.010 
A Type, Pulse Generators & Flip-Flops 421.011 
A Type, Registers 421.012 
A Type, Regulator & Reference Boards 421.013 
A Type, Relay Boards 421.014 
A Type, Switches & Markers 421.015 
A Type, Timers & Converters 421.016 
A Type, Touch-Tone (R) Boards 421.017 
A Type, TSPS & ETS 421.052 


i\3triU)-t^-fecria^CTiOo<ji^iCjioi-^uiroojrooJCT> j^uirow-c>w^ui 
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PACKS, CIRCUIT: (Continued) 


AC10,AC13 & AC51, 800A PBX Type, Register Circuit For Dial 423.104 
Pulsing & Touch-Tone Calling 

AC14 Type, 800A PBX, Attendant Trunk Circuit 423.107 

AC15 & AC34 Type, 800A PBX, Attendant Position Circuit 423.108 

AC18 Type, 800A PBX, Intercommunicating Trunk Circuit 423.110 

AC20,21,22,52,53,54,55,56,57,58,63,64,65 & 66 Type, 800A 423.106 

PBX, One Way Incoming or Two Way Central Office Trunk Circuit 
AC23 & 59 Type, 800A PBX, One Way Outgoing Central Office 423.105 
Trunk Ckt. 

AC24 Type, 800A PBX, Busy Tone Trunk Circuit 423.109 

AC26,27 & 28 Type, 800A PBX, Camp-On Circuit 423.114 

AC30 Type, 800A PBX, Attendant Direct Station Selection 

Circuit 423.113 

AC31,32 & 33 Type, 800A PBX, Attendant Controlled Conference 423.112 
Circuit 

AC36,37 & 38 Type, 800A PBX, Station Dial Transfer Circuit 423.115 
AC40,41&42 Type, 800A PBX, Ring Down Tie Trunk Circuit 423.117 

AC43,44, & 45 Type, 800A PBX, Two Way Auxiliary Trunk Circuit 423.118 

AC46,47,48,49 & 50 Type, 800A PBX, Dial Conference Circuit 423.116 

AC60 Type, 800A PBX, Auxiliary Trunk Circuit 423.119 

AC61 Type, 800A PBX, Auxiliary Line Circuit 423.121 

ADI Type, 800A PBX, Fuse, Alarm, Emergency Transfer & Test 423.111 
Circuit 

AE1,2,3 & 4 Type (*3A Communication System) 420.915 

BHl Type, 800A PBX, Part of a Switch & Control Network 423.102 

BH2 Type, 800A PBX, PEG Count Circuit 423.120 

Group 1 TTY Type, (Amplifiers) 456.502 

Group 2 TTY Type, (Biasing Networks & Resistors) 456.503 

Group 3 TTY Type, (Distributors) 456.504 

Group 4 TTY Type, (Relays & Wave Shapers) 456.505 

Group 5 TTY Type, (Filters) 456.506 

Group 6 TTY Type, (Flip Flops) 456.507 

Group 7 TTY Type, (Gates) 456.508 

Group 8 TTY Type, (Magnet Pulsers) 456.509 

Group 9 TTY Type, (One Shots) 456.510 

Group 10 TTY Type, (Oscillators) 456.511 

Group 11 TTY Type, (Special Purpose) 456.512 


1 

1 

1 

1 

2 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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PACKS, CIRCUIT: (Continued) 

G1 Type 411.440 3 
G2 Type 411.441 3 
Hi Type 411.296 3 
H2 Type 411.297 4 
J58846AE,AF & AG Type (Telephone Answering System) 423.026 1 
P Type 421.050 1 
R Type, Drivers & Detectors 421.064 1 
R Type, Gates 421.061 1 
R Type, Matrix & Translators 421.062 1 
R Type, Miscellaneous 421.065 1 
R Type, Timers & Pulsers 421.063 1 
S Type, No. 101 ESS, Amplifiers & Switches 423.013 1 
S Type, No. 101 ESS, Diverse 423.014 1 
S Type, No. 101 ESS, Logic Tested 423.010 1 
S Type, No. 101 ESS, Monopulsers & Timers 423.012 1 
S Type, No. 101 ESS, Oscillators & Tone Generators 423.011 1 
U Type, No. 101 ESS 423.015 2 
43B1 Voice Frequency Carrier Data System Type (J780169) 456.805 4 
201 Customer Switching System Type 423.141 1 
800A PBX Type, Common Control & Line Circuit 423.103 1 
801A PBX Type 423.124 1 


PANELS: 

Auxiliary Test Type & Telephone Set, J68649C 474.061 2 

Control Type, J68333E 474.228 1 

Control Type, for Dataspeed (R) Magnetic-Tape 
Terminal(TP337428) 456.180 1 

Modular Type 454.121 1 

Sweep Control Type, J68392E-1 474.265 2 

Maintenance and Administration (J58879DA) 423.147 1 

PAPER: 

Rolled Multicopy Type, TP-152340 Mod. Kit 456.714 1 

PERFORATOR & REPERFORATOR: 

High Speed Reperforator, BRPE 9,11,14,15,16,17,18,19 & 21 456.157 4 

High Speed Reperforator, DRPE 600,801,802,803,807,809 & 811 456.159 6 

KS-13834 Type/Trouble Recorder & Associated Sub-Units 415.408 1 

KS-13882, List 1, 2 & 3 Perforator 415.405 1 
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PERFORATOR & REPERFORATOR: (Continued) 


28 Type, TP-161815 Mod. Kit, Mounting an Auxiliary Typing 

456.713 

1 

Reperforator 

28 Type, TP-164272, TP-170306 & TP-179252 Mod. Kits, Chad 

456.717 

1 

Disposal 

28 Reperforator, TP-164564 Mod. Kit, To Convert From Chadless 

456.721 

1 

To Fully Perforated Tape 

28 Typing Reperforator, TP-162379 Mod. Kit, Automatic 

456.720 

1 

Letters - Feedout 

28 Typing Reperforator, TP-173443 Mod. Kit, Remote Control 

456.718 

1 

Non-Interferring Letters Feedout 

28 Typing Reperforator, TP-174235 & TP-178834 Mod. Kit, From 

456.728 

1 

Chadless to Fully Perforated Tape 

28 Typing Reperforator, TP-179133 Mod. Kit, Blank Delete 

456.724 

1 

PLANTS, POWER: 

Fractional Horse Type 

J86495 Type 

416.032 

2 

100 Type 

101G & 101J Type, J86731 & J86471 

416.001 

19 

102B Type 

807D Tone Type, Plug-In-Units (J86829C,D,E & G) 

416.013 

2 

PLATES: 

Dial Number 147,149,150,158,164,P84A800 & P83B300 Type 

451.903 

5 

PLATFORMS: 

Aerial Type 

436.026 

6 

B Pole Type 

436.086 

2 

PLIERS: 

Diagonal Type 

436.003 

1 

Long Nose Type 

436.005 

1 

Side Cutting Type 

436.004 

1 

PLUGS: 

Station Type, 274 & 283, Cording 

353.261 

1 

32, 37, 47, 347 & 378 Type 

405.103 

1 

109 & 309 Type 

405.101 

3 

110 & 310 Type 

405.102 

3 

234,241,251,252,283,288,289,327 & 347 Type, Class "A" Returned 
Material 

283B Type 

455.175 

3 

gj4 & 505 Type 

455.176 

2 
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POLES: 



Pike Type 

436.078 

1 

Retreatment of Salvaged Poles & Stubs, AT-8238 

436.119 

1 

PRESSERS: 



B & D Connector Type 

436.112 

3 

PRINTER: 



"Dataspeed*" 40 Type, Standard 

456.193 

2 

"Dataspeed*" 40 Type, Supplemental 

456.184 

3 

PROBES: 



AT-8629 Test Type 

436.118 

1 

KS-21130 Logic Type 

481.325 

1 

PROTECTORS: 



Protectors & Mountings 

453.101 

10 

99A, 99C 118B & 118C Type 

453.104 

5 

101, 102, 103, 104 & 108 Type 

453.106 

4 

107 Type, and 2A1 & 281 Type Units 

453.103 

4 

112, 116 & 117 Type 

453.105 

5 

1075A & 1078A Type, and 75A & 78A Type Mountings 

453.107 

2 

PRUNERS: 



Tree Type 

436.038 

2 

PULLERS: 



B Wire Type 

436.099 

1 

Strand Type 

436.036 

2 

PULSERS: 



High Current Type, and Path Check Circuit - Electronic 

421.066 

1 

Ferreed Pulser; No. 101 ESS 



PUH: 



33 Teletypewriter Tape Type 

456.143 

9 

RACKS: 



Panel Type 

408.302 

2 
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RADIO: 

Maritime Mobile Type, General Electric Progress Line 473.022 1 

JA/E33WE & J133WE 

Portable Microwave Type, RCA TTR1C & TRR1D 473.021 1 

READERS: 

Dataspeed Type, 1A, 2A, 5A, CX805, 806 & 808 456.156 5 

Edge Punched Card Type, 35 Type 456.162 1 

High Speed Wire Spring Type, 0X1,2,3,4,800,801 & 802 456.161 4 

CX & DX Type 

KS-13835 List 1 to 7, AMA 415.403 3 

KS-16835 List 1 Microfilm Type 420.906 4 

Tape Reader & Power Pack, 33 Type Teletypewriter 456.144 9 

RECEIVERS: 

Alarm Signal Type, J99272AR, N2 Carrier 411,349 1 

Command Type, ED-50754-30 A to F 411.690 1 

Command Type, ED-50754-31 A to F, L4 Carrier 411.691 1 

Command Type, J68877AG-1 List 1, L4 Carrier 411.583 4 

Command Type, J68877AG-1 List 2, L4 Carrier 411.692 2 

Radio Type, TR 303 (Pagemaster) & TR 308 (Bellboy) 472.005 4 

Station Test Type, J99297 "Touch-Tone" 474.211 3 

38 Type, Mobile Radio W.E. 

39A Type, Mobile Radio 

55A Radio Type & Accessories (8 Type Battery Case, 33 Type 472.012 3 

Receiver & 215 Type Selector) 

716, 717A, 718 & 723A Type 452.042 5 

730A Type 452.046 4 

731 & 732 Type, Recovery 362.012 3 

731 & 732 Type, Repair 452.053 3 

RECORDERS: 

KS-21447 Mini Type 420.925 1 

RECTIFIERS: 

J86281A Type 416.010 1 

J87202A List 1 Type 416.006 1 

J87205A & B Type 416.031 2 

KS-15668 Type 416.011 1 

KS-15894 List 2, 3 & 4 Type 411.211 1 

Teletypewriter Type 456.061 9 

TP-306661, TP-306662 Type, and Inverter-Rectifier TP-306663 456.072 2 
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REELS & REELERS: 

Cord Reels, 2, 3 & 5 404.105 

Drop & Line Wire Reels 436.025 

KS-8047 Wire Reels 404.103 

KS-14975 & KS-16124 Cord Reels 404.102 

Tape Reels, Bins & Receptacle, AMA 415.404 

Tape Reelers, ED-40009-01 415.402 

REGISTERS: 

10 & 13 Message Type, (PEG Count Registers)) 415.302 

14 & 15 Message Type 415.303 

30A Level Distribution Type 474.103 

REGULATORS: 

DC to DC Converter Type, J87288A 416.030 

Double Channel Type, J99300AC, N3 Carrier 411.417 

Mastergroup Regulator & Pilot Detector, J68882AK 411.561 

158 Type 416.024 

RELAYS: 

A & AB Type 401.001 

B, C, G & J Type 401.002 

E, EA, F, H, M, R & T Type, and E & R Type Covers 401.003 

Polar Telegraph Type, 314A, B & 315A 456.706 

Single-Coil, Slow-Release Coin Type 457.229 

U, UA, Y, 271 & 282 Type, and U & UA Type Covers 401.004 

59,80,81,89,105,106,107,108,118,147,168,172,187 & 199 Type 
85B, E, G, J, L, M, N, P, R & S Type 450.903 

114,124,126,174 & 198 Type, and 1A &2A Type Covers 401.007 

121,122,125,149,162,178 & 179 Type 401.001 

186 Type 401.015 

207A, 207B & 213A 401.009 

208 & 214 Type, and 208 Type Covers 401.010 

209A,FA,FB,FC,FD,FF,FG,FH,FJ,FK,FM,215A,B,C,D,H,FA,FB,228A, 401.006 
B,255A,B & D160118(Special No. 228A) Type & 18 Type Connecting 
Blocks 

221,222,223,224,225,247,248,251 & 252 Type 401.012 

280 Type 401.013 

289, 290 & 293 Type 401.014 
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3 

2 

2 

10 

6 

1 


2 

4 

1 


1 

2 

1 

1 


1 

2 

1 

1 

24 

2 

1 

1 

1 

1 

1 

1 

6 


2 

4 

2 
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REPEATERS: 





Basic Type, J68877AA List 1 & 2, L4 Carrier 

411.501 


6 

• 

El, E2 & E3 Telephone Type 

Repair 

411.302 


7 


Modification to E3 Type 





E6 Telephone Type, J99253 

411.303 


10 


E7 Telephone Type, J99271A 

411.390 


2 


**low-High and High-Low Type Units J987031 

411.250 


14 


Nl & NlA Type 

N2 Type Conversion to Nl Adapter, J99321K 

411.730 


2 


N2 Type Conversion to NlA Adapter, J99321L 

411.731 


2 


N2 Type, J99321AA & AB 

411.340 


8 


Regulating Type, J6877AB-2 List 5 & 5, L4 Carrier 

411.502 


6 


Regulating Type, J68877AB-2 List 7, L4 Carrier 

411.599 


4 


Regulating Type, J68877AB-2 List 8, L4 Carrier 

411.682 


2 

• 

Regulating Type, J68377AC-1 List 1, L4 Carrier 

411.580 


3 

Regulating Type, J68877AC-1 List 2, L4 Carrier 

411.678 


4 


Regulating Type, J68877AC-1 List 3, L4 Carrier 

311.683 


2 


Regulating Type, J68877AM-1 List 1, A & B, L4 Carrier 

411.531 


5 


Regulating Type, J68877AM-1 List 2, L4 Carrier 

411.684 


4 


Regulating Type, J68877AN-1 List 1, L4 Carrier 

411.532 


4 


Regulating Type, J68877AN-1 List 2, L4 Carrier 

411.679 


4 


Regulating Type, J68877AN-1 List 3, L4 Carrier 

411.685 


3 


WLR4 & WLR5 Wideband Loop Type, J70171AC & BA Amplifiers, 

411.609 


2 


Data Systems Central Office 

WLR4 & WLR5 Wideband Loop Type, J70171AD Group Preamplifiers 

411.610 


2 


and J70171AP Supergroup Preamplifiers 

WLR4 & WLR5 Wideband Loop Type, J70171AG List 1 Group Control 

411.612 


2 

• 

Tests & J70171AT List 1 Supergroup Control Test 

WLR4 & WLR5 Wideband Loop Type, J70171AH Group Pilot 

411.613 


2 


Oscillators & J70171AL Supergroup Pilot Oscillators 

WLR4 & WLR5 Wideband Loop Type, J70171AJ List 1 & 2 Local 

411.614 


2 


Power Selectors, J70171AK List 1 & 2 Remote Power Selectors, 
J70171 AW Local Power Selectors & J70171AY Remote Power 
Selectors 





WLR4 & WLR5 Wideband Loop Type J70171AL, Alarm, Data System 

411.615 


2 

• 

WLR4 & WLR5 Wideband Loop Type, Regulators 

411.611 


3 

201 Type, T1 Carrier, A through F 

411.385 


11 


201G, H, J & K Type, T1 Carrier 

411.107 


2 


205 A, B, D & E Type, & 4037 Networks, T1 Carrier 

411.388 


6 

. 

205G, H, J, K, M & N Line Type, Tl Carrier 

411.108 


2 

0 

206 Type, Tl Carrier 

411.382 


4 


206H & L Type, Tl Carrier 

411.109 


2 
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REPEATERS: (Continued) 

206 J & M Type, Tl Carrier 

411.110 

2 

206 K & N Type, Tl Carrier 

411.111 

2 

208 Type, Tl Carrier 

411.105 

3 

208AA, AB & 238 Type, Tl Carrier 

411.380 

1 

209 Type, Tl Carrier 

411.106 

3 

209AA, AB & 239 Type, Tl Carrier 

411.381 

1 

RESISTORS: 

18 & 19 Type 

420.101 

6 

RINGERS: 

B Type, Recovery 

362.113 

7 

B Type, Repair 

450.204 

9 

C, H & J Type 

362.114 

19 

D Type 

362.115 

7 

E Type 

361.004 

12 

F Type 

361.005 

10 

G,M,N & T Type, and 9 Type Buzzers 

362.116 

14 

L1A & LIAM Type 

450.217 

5 

P Type 

362.117 

13 

S1A Type 

361.062 

2 

Timed Auxiliary Type, J701447J List 1 - TWX Stations 

456.154 

1 

ROPE: 

Handlines, Rope Sling & Rope 

436.052 

3 

RULES: 

Measuring Tape & Rules 

436.033 

2 

SCISSORS: 

Scissors 

436.008 

4 

SCREWDRIVERS: 

Screwdrivers & Screwdriver Bits 

436.002 

1 


SELECTORS: 

Electronic Receiving Type, J70139A & B 456.705 1 

Scantlin SEI-1315(KS-16650) Type, & 1315-J List 1,2 & 3 473.019 4 

Junction Boxes 

Sequential Type, BS20 456.120 9 

Sequential Type, 8S3C & 8S6L 456.119 12 

106A Type, & VS 1 Type Panel 473.001 3 
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SETS, COIN TELEPHONE: 

Adapting 1C Type for use with KS-21454 

Control Circuit & KS-21428 Phonecart 

457.237 

1 

Conversion to Internal Ringer & Network Assembly 

457.234 

4 

Conversion to 196, 197 & 198 Type 

457.224 

9 

Modification of 200 Series Type to D-180574 

Home Decorator Sets 

457.239 

1 

Multislot Type 

361.702 

43 

Multislot Type, Color 

361.703 

6 

Multislot Type, Connections 

353.714 

17 

Multislot Type, Conversion to Pull Bucket Return Chute 

457.220 

2 

Multislot Type, Conversion to Slow Release Coin Relays 

457.228 

4 

Multislot Type, Dial Tone First Conversion 

Multislot Type, Handset Type, Conversion For Use In 

457.236 

2 

Network Ckt. 

457.223 

9 

Multi slot Panel Type 

361.705 

7 

Single-Slot Type 

361.704 

20 

Single-Slot Type, Chassis Unit Assembly 

457.232 

12 

Single-Slot Type, Chute Assembly 

457.231 

20 

Single-Slot Type, Dial Tone First Conversion 

457.235 

2 

Single-Slot Type, Totalizer Assembly 

457.233 

13 

Single-Slot Type, 47A Signal 

457.242 

1 

SETS, DATA: 

Digital Type, J1G000BF & J1G000BG 

480.053 

1 

J1D103A, 103A1 & 103A2 Type 

480.025 

8 

J1D401A,J1D301E & 401A1 Type 

480.002 

11 

101C Type, J1D101C 

480.010 

9 

103A2, 103A2A & 103A2B Type 

480.124 

1 

103A3, E5, E6, G & H Type 

480.114 

1 

103B Type 

480.016 

6 

103F Type; & J87239A & 8 Rectifiers 

480.030 

2 

105A Type, Circuit Packs & Rectifier (J87240B List 1) 

480.027 

4 

108A, B, C, D & E Type 

480.076 

4 

113A Type 

480.119 

1 

113B List 1 Type 

480.120 

1 

201 Type, Transmitter-Receiver 

480.007 

7 

202C & D Type, Transmitter-Receiver 

480.031 

10 
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SETS, DATA: (Continued) 

202E Type 


480.068 

1 

202R Type 


480.128 

1 

202 S & T Type 


480.131 

4 

208A Type 


480.125 

1 

208B Type & Associated Apparatus 


480.130 

1 

209A Type 


480.132 

1 

301B Type, Transmitter-Receiver (J1D301B) 


480.013 

3 

401 Type, Receivers (J1D401B, F & J) 


480.003 

12 

401E2, 401E3, 401E4 & 401E5 Type 


480.060 

3 

401H Type 


480.059 

9 

401J Type, Receivers 


480.061 

7 

401M Type 


480.122 

1 

402A Type, Transmitter 


480.012 

4 

402C Type 


480.029 

8 

402D Type 


480.052 

4 

407A & B Type 


480.137 

1 

602C Type 


480.071 

4 

603A Type 


480.022 

3 

603B Type 


480.063 

3 

603D Type 


480.069 

3 

SETS, DATA AUXILIARY: 

801A1, A2, A3 & A4 Automatic Calling Unit 

Type 

480.021 

2 

801A5 & A6 Automatic Calling Unit Type 


480.072 

2 

801C1 & 801C2 Automatic Calling Unit Type 


480.017 

4 

801C3 & C4 Automatic Calling Unit Type 


480.077 

2 

804A1, A2, A3, A4, A5, A6, A7 & A8 Type 


480.026 

5 

804B Type 


480.023 

5 

806A Type 


480.062 

2 

811B Type 


480.099 

1 

811C Type 


480.081 

1 

816 Type 


480.073 

1 

820D & E Type, and AR16, AR17 & AR430 Circuit Packs 

480.084 

4 

828A-(L1), (Ll/A), (Ll/2) & (LlA/2) Type, 

(Data Service 

Units) 480.123 

1 

829A, B & C Type 


480.133 

3 

830A, B & C Type 


480 .134 

2 
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SETS, HAND: 



F Type, Recovery 

362.021 

17 

F Type, Conversion of FI to FlL 

451.201 

16 

F6 Type 

451.229 

4 

G Type 

451.207 

38 

G Type, In Color 

451.214 

15 

GI, G3 & G5 Type 

362.023 

36 

G6, G7, G8, G12, G36, G36M & J1A Type 

451.230 

13 

G12 Type 

451.231 

1 

1011, 1013 & 1014 Type 

455.614 

4 

SETS, LOUDSPEAKER: 



100 Type 

455.151 

7 

106A, B, C, D, E & F Type 

455.153 

10 

107 Type 

455.154 

6 

108 Type 

455.217 

3 

SETS, Measuring: 



Distortion Type, Atlantic Research Corp. DMS-1A 

474.164 

1 

DPMS-1 Data Pulse Type, Atlantic Research Corp. 

474.193 

1 

KS-20501 Return Loss Type 

474.283 

1 

Model TTS-28, Northeast Electronics Corp. 

474.162 

2 

Noise Type, 2B 

474.009 

4 

Noise Type, 3A & 3B (J94003A & J94003B) 

474.136 

8 

Noise Type, 3C & 3CR (J94003C & J94003CR) 

474.298 

1 

Return Loss Type, 54C (J99254C) 

474.146 

3 

Telegraph Transmission Type, 164C 

474.031 

6 

Transmission Type, 7A 

474.021 

2 

Transmission Type, 12A & B 

418.303 

3 

Transmission Type, 13A 

474.006 

5 

Transmission Type, 21A (J94021A) 

474.012 

5 

Transmission Type, 23A, B & C (J94023A, B & C) 

474.179 

7 

Transmission Type, J64030A 

474.072 

1 

Transmission Type, 31A & B (J64031) 

474.071 

2 

Transmission Type, 32A (X66065A & J64032A) 

474.092 

2 

Transmission Type, 33A (J64033A) 

474.054 

2 

Transmission Type, J64034A & J68769Y 

474.056 

3 

Transmission Type, 35A & B (J64035A & B) 

474.078 

1 

Transmission Type, 37B (J64037B) 

474.059 

4 

Transmission Type, 46A L B (J64046A & B) 



Transmission Type, 54A (J99254A) 

474.123 

5 
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SETS, MEASURING: (Continued) 

6F & 6FR Voiceband Noise Type, (J94006F & FR) 474.256 

6G Wideband Noise Type, (J94006G) 474.223 

6J & K Picturephone (R) Noise Type, (J94006J & K) 474.284 

27A & B P.A.R. Meter Type, (J94027A & B) & J94027B List 2 474.236 

Calibration Network 

36A Video Visual Gain & Delay Distortion Type, 474.190 

(J64036AB Receiver) 

36B Video Visual Gain & Delay Distortion Type (J64036BA 474.212 

Transmitter & J64036BB Receiver) 


2 

2 

1 

2 

3 

3 


SETS, MISCELLANEOUS: 

Conference 50A Type 
Conference 50-A1 Type 
Control Set, J64717 

Error Detecting Set, J98710G List 1, 2 MOD A, 3 & 4 
Fault Locating Set, J98710F 
Interrupter Set, J94726 

KS-7338 & KS-8233 Transformer Relay Set, and KS-16626 & 
KS-16763 Relay Set 
KS-12057 School-To-Home Set 
KS-16765 List 1 & 2, Announcement Set 
KS-19120 School-To-Home Set 

KS-19134 List 1 Conference Set (Portable Loudspeaker) 

N2 Repeater Switching Set (J99321S) 

N2 Switching Set, J99272U 
N3 Switching Set, J99300AU 
Pilot Filter Set, J68858AT 
Repeater Switching Set, J98703BD 
Reperforator - Transmitter Set, 28 Type 
Thermistor Control Set, J68839A & B 
1A Telephone Reporting Set 
1AP Transmission Comparing Set, J64001AP 
2AA Milliwatt Reference Set, J94002AA 
2M Repeater Switching Set, J94002M 


455.214 2 

455.218 1 
474.053 1 

474.174 6 
474.166 6 
418.306 1 
455.136 5 

455.142 2 
454.410 12 
455.145 5 
455.155 2 
474.253 1 

474.175 3 

474.219 2 
474.218 2 
474.159 4 
456.132 21 
474.087 3 
454.413 3 
474.181 1 
474.045 1 
474.014 4 
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SETS, MISCELLANEOUS: (Continued) 


2N Group Unit Switching Set, J94002N 

4A Capacity Unbalance Set 

4-Wire Terminating Set, Type 1 

5A Noise Weighing Set, J64005A 

25A Voiceband Gain & Delay Type, J94025A 

25B & BR Voiceband Gain & Delay Type, J94025B & BR 

26A Wideband Gain & Delay Set, J94026A 

100A, B & C Communication Set 


474.015 1 
474.130 1 
411.476 6 
474.222 1 
474.226 4 
474.257 1 
474.273 2 
418.320 2 


SETS, SUBSCRIBER: 

Subscriber Sets-Plastic Cover Bell Boxes-Common Battery & 361.002 

Magento 

128B2 Type, and 151Al Teletypewriter Resistance Unit, - 456.701 

Teletypewriter Control Panels & Waveshaping Set 

130 Type, TTY 456.802 

131Al & 131B2 Type, TTY 456.702 

592 Type, Recovery 361.006 

685,686,687,688,690,696,1690 & 2690 Type 361.023 

689 & 691 Type 361.024 

694 Type 452.058 

698A Type 361.063 


4 

4 

6 

3 

3 

18 

7 

4 
2 


SETS, TELEPHONE: 

Antique Type, Modification & Recovery 361.377 
Colored Display Model Type 

COMKEY-416 Type, 836, 2836, 837, 2837, 981, 2981, 983, 2983 361.387 
Design Line (R) Type, Recovery 361.316 
Electronic Key Type, Recovery 361.390 
Hand Tel. Sets & Tel. Sets, Modified and Rapid Recovery 361.348 
Hand Type, Hanging Type 361.203 
Hand Type, RS-15619 Testing Instruction 

Hand Type, and Telephone Bases - Rapid Recovery 361.315 
Head Type, KS-19796 452.061 
Head Type, KS-20778 452.067 
Head Type KS-21430 452.070 
Head Type, 52 Type 452.023 
Head Type, 53 Type, F-50721 & F-51106 452.034 
Head Type, 60 & 61 Type 452.063 
KS-144476 Type 451.208 
KS-14580 & KS-16101 Answering Type 454.401 


4 

2 

5 
1 
5 
8 

3 

7 

3 

1 

32 

20 

2 

3 

2 
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SETS, TELEPHONE: (Continued) 

KS-16378 Answering Type & Accessories 

KS-16923 Answering Type & Accessories 

KS-19245 Answering Type & Accessories 

Message-Waiting Type, D179779 Demonstration Model 

Modular Type, Telephone Bases & Telephone Set Bases 

Multi-Button 800 & 2800 Type 

Panel Type 

Princess (R) Type, Recovery 
Touch-A-Matic Type, Repair 
Touch Tone (R) Wall Type, Recovery 
Trimline (R) Type, Recovery 
Trimline Hospital Type, Recovery 
1A answering Type 
2A Answering Type 

16 Number Repertory Type, Recovery 

101 Series Operator Type 

300, 325 & 525 Outdoor Type 

302, 303, 304, 305, 306, 307 and 309 Type 

320, 520, & 2520 Type 

331A & B Type 

500,1500,2500 & 3500 Multibutton Key Type, Recovery 
500,501,502,503,510,511,513,514,515,529,1500,1502,1510,1511, 
1514,1515,2500,2502,2504,2510,2511,2514,2515 & 3504 Type 
532, 533, 535 & 536 Type 
554,555,556,557,558 & 559 Type 
592 Type, Recovery 
592 Type, Connections & Cording 

600,1600,2600 & 3600 Type (Call Directors (R)), Recovery 
600,1600,2600 & 3600 Type Card Dialers, Recovery 
755 & 2755 Type 
832,833,2832 & 2833 Type 

851,2851,852 & 2852 Type, and Bases (Recovery) 

1671 Type (Cal 1-A-Matic (R)) 

2671 Type, Recovery 

960,2960 AOlM (16 No. Touch-A-Matic Recovery) 

5001 T01A TAM-S Desk 
5011 T01A TAM-S Wall 
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454.409 

6 

454.411 

7 

454.412 

8 

361.384 

4 

361.381 

14 

361.370 

16 

361.362 

30 

361.064 

4 

361.373 

17 

361.374 

26 

361.801 

3 

454.403 

9 

454.405 

7 

361.065 

4 

361.347 

2 

451.502 

7 

361.301 

9 

451.512 

5 

361.323 

6 

361.355 

40 

361.308 

48 

361.356 

12 

361.357 

19 

361.353 

3 

353.317 

3 

361.361 

28 

361.369 

14 

451.514 

1 

361.385 

4 

361.389 

4 

361.375 

3 

361.380 

2 

361.065 

4 

361.317 

2 

361.317 

2 
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SETS, TEST: 

AT-7851 List 1A Type 

436.107 


1 

AT-7888 Type 

436.105 


2 

AT-8121 List 1A List 1A Type 

436.087 


3 

AT-8241 Type 

436.114 


1 

Repair 

Circuit Description 

**Auxiliary Type, J94002AB List 1 

474.150 


3 

**Connector Type, J34719A 

418.315 


2 

**Connector, Selector and Trunk Type, J34722B 

418.316 


1 

**Contact Closure Type, J94724A 

474.044 


2 

**Control Type, J64703A, B and J64710A 

474.132 


1 

**Dial Office Type, J34710A List 1, 2, 9, 10 and 11 

418.314 


1 

**Data Type, 207A, B and C 

**Data Type, 901 Series (J79901A and B) 

474.163 


3 

**Data Type, 902 Series (J79902A and B), and X-67945MB 

474.158 


10 

Distortion Measuring and Error Detector Set 

**Data Type, 903 Series, (J79903A and B) and 63-Bit Word 

474.152 


7 

Generator X-67945MA 

Data Type, 905A & B (Teletype Corp.) 

474.229 


4 

Data Type, 907A Series (J79907A List 1) 

474.184 


2 

Data Type, 911A, B, C & D (J79911) 

474.240 


2 

Data Type, 912A (J79912A) 

474.245 


3 

Data Type, 913A (J79913A) 

474.254 


1 

Data Type, 914B (J79914B) 

474.274 


3 

Data Type, 914C (J79914C) 

474.296 


2 

Deviation Regulator Type, J98703AF 

474.129 


1 

E-Repeater Type, J98612F 

474.025 


4 

Echo Supressor Type 

474.108 


1 

Fault Locator, Type, 1A (J94730A) 

418.304 


1 

Field (J64730B & D) Type, & Pulse Repeating Adapter 

474.277 


1 

FM Type, J68337F 

474.237 


1 

General Electric 4EX1C1 & 4EX1C2 Type 

474.081 


1 

Go/No-Go Type, AT-8592 List 1A 

474.293 


1 

Initiator Type, J68345K 

474.203 


1 

J98707F List 1 Type 

474.111 


3 

KS-5785 & J98702E 

474.115 


2 

KS-12054 

474.048 


1 

KS-14103 

436.050 


11 

KS-14103 List 6 through 10 Breakdown Type 

436.116 


1 

KS-14959 & Leeds & Northrup 5430A Type 

474.089 


1 

KS-15946 List 1 Totalizer Type 

474.170 


2 

KS-16974 Type 

KS-16990 Type 

KS-19433 Type 

474.186 

455.602 


1 

1 

KS-19935 Telegraph Carrier Type 

418.321 


1 

KS-21250L1 Coin Telephone lype 
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SETS, TEST: (Continued) 


Linearity Type, J68337C & G 

Line Finder & Trunk Finder Type, J34718A List 1 & 2 
Line Insulation Type, H-297-421 List 1,3,6 & 7 
Logic Circuit Type, (J79908A) 

Loop Type, J98705T 

Magnetic Latching Relay Timing Type, J94735A 
Maintenance Center Type, 2T (J94002T) 

Mercury Relay Type, J94725A 
Metering Type, (J68404D) 

Metering Type, J68404T 
Motorola P-8100 Type 
Motorola P-8501-A Type 

Portable AC Relay & Signaling Type, J68602AJ List 1 
Portable AC Voltage Type, J68602AH 
Portable Trunk Type, J94729A 
Power Type, 1AL (J64001AL) 

Pre-Empt Precedence Wink Signal Type, J53042 
Pulse Checking Type, J94723A 
Pulsing Type, J34717A 

Pulse Generating Type, 3A (J94732A, B & C) 

Pulse Repeating Type, J34720A 
Pulse Repeating Type, J64722A 

Radio Telephone Type, CTS-1, AC Spark Plug Division 

Register Type, J34706A 

Relay Timing Type, J94713A 

Repair Activity Type, J68825A 

Repeater Type, J94002G 

Repeater Type, J98710H 

RS17142 Type 

RSI7594 (Zehntel) Type 

Scantlin Model 2225 

Selector Type, 094706A 

Servicing Center Type, 5U (J98705U) 

Signaling Type, 1A (J94727) 

Signaling Type, 2A (J64730A) 

Singing Point Type, 2D (J94002D) 

Station Type, 166A1 (J70141A List 1,2,4&J70141B List 1) 
Telegraph Carrier Type, Stelma, Models TCTS-l,-lR & -IP 
Telegraph Station Type, 161 Al, (J70043A) 

Timing Type, J24719A 


Timing Type, J24753A 

,<Northeas.t 

Transmitter-Receiver Type, J68392AI UD--3J 
TS 1 Type (Teletype Corp.) 

TS2 Type (Teletype Corp.) 


Electronic Corp.) 


474.202 

474.122 

474.142 

474.196 

474.141 

418.319 

474.105 

474.051 

474.183 

474.191 

474.049 

474.008 

418.317 
474.124 

418.318 
474.079 
474.247 
418.311 
474.050 

474.118 

474.119 
474.041 
474.177 
474.135 
418.313 
474.065 
474.026 
474.176 


474.114 

474.062 

474.107 

474.040 

474.034 

474.055 

474.160 

474.156 

474.043 

418.308 



474.234 

474.235 


1 

2 

3 

1 

1 

1 

1 

2 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

6 

2 

2 

2 

1 

2 

2 

1 

1 

3 


1 

1 

1 

2 

7 

1 

2 

1 

1 

1 


1 

2 
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SETS, TEST: (Continued) 

Tube Type, 1AH (J64001AH) 

474.058 

2 

Tube Type, 1AK (J64001AK) 

474.033 

1 

Tube Type, lR & 1AC (J64001R & 1AC) 

474.035 

2 

Tube Type, 2K & 2P (J94002K & 2P) 

474.018 

2 

Tube, Cold Cathode Type, J24754A & J94731A 

474.060 

2 

TWT Cathode Activity Type, J68404F 

474.171 

1 

Unguarded Interval Type, J24720 

418.307 

1 

2J Repeater Type, J94002J 

474.020 

3 

20C, 93A & 8 Type, and 471A Network 

436.057 

2 

24 Channel PCM Bank D1 Encoder Bias Digital Type, J94748A 

474.302 

1 

35A,C,D,F & ITE-4040 

418.305 

4 

40 Type 

418.310 

1 

52A & B Type 

436.111 

1 

55A,62A,67B & 67C Type 

436.051 

3 

67 Type 

418.309 

1 

71A,B & C Type 

436.075 

1 

72A,B & C Type 

436.076 

2 

73A Type 

474.042 

2 

76 & D-159545 Type 

436.073 

3 

79A,B & C Type 

436.070 

2 

81A Type 

455.603 

2 

81A Type 

418.302 

1 

91A Type 

436.064 

2 

95A,B & C Type 

436.074 

4 

96A Type 

436.090 

1 

97A Type 

474.068 

1 

99 Type 

436.061 

2 

101A,101B,105A & 105B Type 

436.058 

11 

104 & F-50651 Type 

436.063 

2 

105C,105D,110A & 111A Type 

436.091 

4 

106A Type 

436.071 

3 

107A & B Type 

436.072 

7 

109A Type 

436.062 

1 

113A Type (J98710), and 175A & B Adapters 

474.165 

5 

113B Type 

474.251 

3 

114A Type 

436.080 

2 

115A,116A & 120A Type 

436.108 

2 


• 
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SETS, TEST: (Continued) 




121A,122A & 123A Type 

436.113 

2 


138A Type 

418.324 

1 


139A Type 

163FI Type 

418.323 

1 


165A1 (J70093A) & 165A2 (J70093B) Type 

474.112 

1 


165B1 (J70098A) Type 

474.113 

6 


SHELVES: 




Directory Type, and Tables & Cabinets 

457.107 

2 


KS-19267 Type, (Coin Telephone) 

457.116 

6 


KS-20194 Type, (Coin Telephone) 

457.124 

1 


SXS Type, CO & CDO 

V4 Repeater Mounting Type 

406.304 

1 

• 

19 Type 

457.108 

2 

20 Type 

457.110 

4 


SHIELDS: 




Manhole Type 

436.082 

2 


SIGNALS: 




KS-8226, KS-8227 & KS-8547 Bell Type 

455.133 

4 


KS-8228 Horn Type 

455.134 

3 


KS-8229 Chime Type 

455.135 

2 


KS-16301 Type 

455.138 

5 


SIGNS: 

Enameled-Metal & Reflectorized-Metal Type 

457.501 

3 


Fluorescent Telephone Type 

457.502 

2 


KS-16422 & KS-19322 Lighted Type 

457.503 

6 


SOCKETS: 




58,59,60,61,69,73,76 & 77 Type 

455.104 

4 

• 

SPACES: 

Key Type 

420.201 

1 


STABILIZER: 




64 or 92KC Type, ED-50134-30 & ED-50134-32, and Automatic 

411.413 

6 

• 

Switch Control Subassembly 
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STANDS, TEST: 

Channel Unit Type, J98705M 474.039 1 

N2 Terminal Type, J99272AH 474.207 3 

N3 Terminal Type, J99300AW 474.220 3 

STAPLERS: 

Heller Converted Model T & T2 455.607 1 

Heller Model TM 455.609 2 

STATIONS: 

Assembled TTY Type, M28 Equipped with/without Sub 456.901 4 

Set or Data Set for Private Line Service 
Assembled TTY Type, M35 TTY Sets Equipped with/without 456.925 3 

Subject or Data Sets for Private Line Service 
Assembled 28ASR Control Type, 83B3 Selective Calling 456.911 2 

System, Telegraph Systems 

Assembled 28 Outlying Type, 83B3 Selective Calling System, 456.910 2 

Telegraph System 

Data Line Concentrator System-Data-Phone-Pvt Line-EIA & Direct 456.936 4 

Neutral Interface Terminal Station-M33 & M35 Self-Contained 
Logic Sets 

Dataspeed (R) 40 Stations Arrangements for Multipoint 456.949 1 

Private Line Systems Using Bell Systems 8A1/8B1 Line 
Control Procedures (Standard Repair) 

Dataspeed (R) 40 Type Arrangements, for Multipoint Private 456.944 2 

Line Systems Using Bell System 8A1 & 8B1 Line Control Procedures 
(Supplemental Repair) 

KS-14468 Code Sending Type & Transformer Unit 455.137 1 

Point-To-Point Private Line Type, & Model 37 Data-Phone (R) 456.930 7 

Station Distortion Test 

Sychronous "Dataspeed*" 40/4 Type Sets & Stations 456.951 3 

2 Dataspeed Complete Type 456.916 4 

4 Dataspeed Complete Type 456.924 3 

5 Dataspeed Complete Type 456.905 7 

8A1 Data Selective Calling KSR Type, (35BD & BG) 456.922 1 

8A1 & 8B1 Data Selective Calling ASR Type, (35BC,BF,BP & BR) 456.921 1 

8A1 & 8B1 Data Selective Calling R0 Type, (35BE & BH) 456.923 1 
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STATIONS: (Continued) 


15 & 19 Assembled Type, 60 Word-Per-Minute TWX 

456.902 

3 

28-"Data-Phone" Assembled TTY Type 

456.918 

2 

28-TWX-Assembled TTY Type 

456.909 

2 

33-Assembled TTY Type 

456.903 

8 

35-Assembled TTY Type 

456.904 

9 

37 Outlying Type, for 85A2, 86A2 & 86B2 Data Selective Calling 

456.942 

4 

Service 

85AI 100WPM Outlying Teletypewriter Type 

456.932 

2 

Integrated Synchronous "Dataspeed" 40 Sets & Stations 

456.954 

1 

86A1 & 86B1 100WPM Outlying Teletypewriter Type 

456.933 

2 

9131 Type Controller & Selective Calling Teletypewriter Type 

456.946 

1 

9140 Type Controller (8A1/8B1 Line Procedure) and Selective 

456.938 

1 

Calling Teletypewriter Stations Operating at Speeds up 
Through 150 WPM 



STRIPPER: 



Braid Type 

436.041 

1 

STUNTBOXES: 



28 Type Modification Kits 

456.715 

1 

STUNTRONIC: 



SA130AG Data Terminal Accessory Assembly & TP-333672 

456.730 

1 

Mounting Frame 



SUPPLY, POWER: 



Dataspeed Magnetic Tape Terminal Type, TP337350 

456.183 

1 

J58876PD-1 Type For Message Waiting Service, 770A PBX 

417.122 

1 

J86498A & 8 Type, T1 Carrier 

411.386 

7 

J87304A-1 Regulated Converter Type 

Power Supply & Ringing & Tone Type, For 800A PBX,J86635A & B 

416.035 

1 

TP430700 Type Assembly 

456.532 

1 

SUPPORTS: 



Ladder Type 

436.094 

4 

Platform Manhole Type 

436.102 

2 
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SUPPRESSORS: 

Surge Type, J68877AH-1 List 1 & 2 

2A & 3A Echo Type, Circuit Boards (J68878 & J68881) 

4A Echo Type, Circuit Boards (J68914) 

SWITCHBOARDS, PBX: 

**505 and 506 Type 

505C Cordless Type to 1C & ID Toll Cabinets, Conversion 

507 Cordless Type 

Trunks & Cords 

550C,551A & 551B Type 

550SC Type 

552 Type 

555 & 556 A Type 
557A Type 
557B Type 
605A & 607 Type 
608A Type 

SWITCHES: 

Sequence Type, "A" Cam Roller & Spring Assembly 

TP345630 EIA Data Terminal Type Assembly 

234 Voice Controlled Type 

246A Type (Containing 247A & 248A Type) 

246B Type (Containing 247B & 248B Type) 

246C Type (Containing 247C & 248C Type) 

253A Type 
253B Type 
254A Type 

SYSTEMS, MISC.: 

Common Type, Line Concentrator No. 1A - Remote Units 
Step-By-Step Switching Type, Switch Bank Multiple Assemblies 
Step-By-Step Switching Type, Wired Assemblies with 197 & 198 
Switches 

1A Telephone Answering Type, (Equipment Cabinets, Cabling & 
Consoles) 

1 Electronic Switching Type, Lines & Trunks 
2A Automatic Call Distributing Type, (Equipment Cabinets, 
Cabling & Consoles) 

2A & 2B Type, Line Concentrator, Circuit Packs 
3A Communication Type, (Cabinet & Control Console) 

**400 Switching Type, Station Systems 


BSRS ISS. 


411.686 1 

411.463 2 

411.597 2 

417.101 6 

417.102 11 

417.201 10 

417.202 6 

417.203 8 

417.205 11 

417.204 10 

417.206 13 

417.302 3 

417.303 9 

406.301 1 

456.606 1 

411.697 1 

411.293 3 

411.291 4 

411.292 3 

411.298 2 

411.299 2 

411.295 2 

420.903 3 

406.303 2 

406.302 6 

417.412 2 

421.051 2 

417.409 1 

420.913 1 

417.414 2 

454.501 3 



Western Electric BSRS 104-011 

Distribution and Repair Services Issue 6 

July 1, 1983 
Page 47 

Subject BSRS ISS. 


SYSTEMS, PBX: 

Cleaning Method for Contaminated Equipment 417.417 1 

201 Customer Switching Type 423.140 1 

Dimension (R) 400 Type, System Hardware Recovery 380.001 1 

558 Type 417.103 1 

701A & 711A Type 417.404 2 

701B & 711B Type 417.406 1 

740A Type, Switch Frames 417.402 3 

755A Type 417.403 5 

756A Type 417.405 6 

757A Type 417.408 3 

761A Type, Hotel-Motel Service 417.411 2 

770A Type & Equipment 417.104 1 

770A Type & Equipment 417.105 1 

SYSTEMS, TRANSMISSION MEASURING: 

J64047A Type (J64047B Sending Unit & J64047C Receiving Unit) 474.110 1 

44A Type (J64044A) 474.116 4 

51A,B & E Automatic Type, J94051A,B,C & E Circuit Packs 474.270 5 

TELEPRINTERS: 

TP430850 Print Head & Assembly 456.209 1 

43 Type Sets & Stations 456.952 1 

TELETYPEWRITERS: 

Sets & Stations Type, "Dataspeed*" 40 KD, KDP, ROP & SP 456.943 5 

15 Type 456.117 20 

28 Type, TP-152903 & TP-154780 Mod. Kit For Horizontal 456.707 2 

Tabulation and Transmitter-Distributor Control 
28 Type, TP-154760 & TP-154770 Mod. Kit For Vertical 456.708 3 

Tabulation and Transmitter-Distributor Control 
28 Type, TP-178316, TP-178344, TP-178345 & TP-178346 Mod. Kit 456.709 1 

For Answer-Back & Motor Control 
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TENTS: 

Aerial & Workman Type, and Tent Bags 
Cabinet Type & Bag (B & C) 

Ground Type 
Ladder Type 
Manhole Type & Bag 


436.042 6 
436.083 2 
436.088 1 
436.067 3 
436.089 2 


TERMINALS: 

BH & BJ Cable Type 434.018 1 

Channel Type, J70112A,43A1 (Carrier Telegraph Equip.) 456.801 8 

Cluster Controller Type 456.941 1 

Communications Display Type 456.940 1 

Data Speed (R) Magnetic-Tape Type, DMT 800 Tape Transport 456.181 1 

Data Speed (R) Magnetic Tape Type, Stand Alone or With a Low 456.935 3 

Speed Adjunct 

H, J, 1A & 2A Cable Type Sections 434.021 2 

NC,NF,NH Cable Type, 108 Wire Type and 1A1, 1A1A, 1A1B, 1A2 434.005 4 

and 1A4A Type Blocks, Conversion of NE Cable Type & 104B 
Wire Type 

49 Cable Type 434.016 6 

104 & 105 Cable Type 434.023 1 

105A,101B2 & 107A2 Wire Type 434.015 2 

TESTERS: 

KS-5727,KS-15559, KS-15560 & KS-15750 List 1 Tube Type 474.017 4 

KS-15874 List 1 Electron Tube Type 474.131 5 

TIMERS: 

5A Type 420.908 2 

7B & 7C Type 420.918 1 

TOOLS: 

504A Type 455.605 1 

1004A & B Type Kits 418.104 1 

TRANSFORMERS: 

KS-15675,KS-16184,KS-16368,KS-16886,2012,2075 & 2160 Type 455.191 12 

KS-16940 (Voltage Regulating) Type 455.197 2 

393 Type 455.192 4 


Western Electric BSRS 104-011 

Distribution and Repair Services Issue 6 

July 1, 1983 
Page 49 

Subject BSRS ISS. 


TRANSMITTERS: 

**15 Perforator Type 456.115 8 

656A Type 362.024 7 

657A Type 452.040 2 

659A & 660A Type 452.045 3 

661 Type 452.047 1 

662 Type 452.055 1 

664 Type 452.048 5 

666 & 670 Type 452.051 6 

667,672,673,674 & 679 Type 452.052 9 

671 Type 452.059 1 

**683 Type 452.071 1 

TRUNKS: 

Attendant Type, J58876UJ-1, 770A PBX 417.112 1 

Intercom Type & Busy Tone Circuit,J588876UK-1,770A PBX 417.113 1 

Two Way C.O. Type, J588876UL-1,2,770A PBX 417.114 1 

#4A Toll Miniature Plug-In Type, J-61561BD, BE, BF, BG, 410.016 1 

BH & J-61563BJ 

UMBRELLAS: 

Umbrellas 436.030 3 

UNITS, ALARM: 

J98711N-1 Type, Tl Carrier 411.384 6 

Telephone Type, J99272L & BL, N2 Carrier 411.342 4 

**J98718AC - List 1, 2 and 3 Control Type 411.805 

UNITS, AMPLIFIER: 

Distribution & Regulating Distribution Type,J99300BF,BG,BH, 411.695 1 

BJ & BK; N3 Carrier 

Doubler Type, J99300BE, N3 Carrier 411.426 2 

Dual Type, 099300DB, N3 Carrier 411.425 2 

Group Receiving & Repeater Type, 01 & ONl Carrier 411.263 6 


Western Electric 

Distribution and Repair Services 

BSRS 104-011 
Issue 6 
July 1, 1983 
Page 50 

Subject 

BSRS 

ISS 

UNITS, AMPLIFIER: (Continued) 

Receiving & Transmitter Type, J98709, ON & K Carrier 

411.280 

2 

VF Type, J99300AM, N3 Carrier 

411.429 

2 

Voice Frequency Type, J99272AA,BA & BD, N2 Carrier 

411.348 

3 

UNITS, CHANNEL: 

J98703 Type, Nl Carrier 

411.253 

10 

J98705 Type, 01 Carrier 

411.260 

11 

J98711AC Type, Tl Carrier 

411.709 

4 

J98711AD Type, Tl Carrier 

411.387 

4 

J98711AF Type, FXO 

J98711G Type, Tl Carrier 

411.378 

6 

J98711H Type, Tl Carrier 

411.704 

2 

J98711J Type, Tl Carrier 

411.705 

1 

J98711K Type, Tl Carrier 

411.706 

2 

J98711L Type Tl Carrier 

411.707 

2 

J98711S & U Foreign Exchange Type, Tl Carrier 

411.379 

3 

J98718 BA-1, -2 & -3 DPO Type 

411.811 

1 

J98718 BB-1 List 1,2,3,4,5 & & DPT Type 

411.812 

1 

J98718BC List 1 to 4 Type, 4W E & M 

411.813 

2 

J98718BE Type, FXO 

411.815 

1 

J98718BJ List 1 Type, 2W E & M 

411.819 

2 

Program Reversing Type, (J98703) Nl Carrier 

411.258 

1 

Twin Type, 01 Carrier 

411.261 

6 

UNITS, CONTROL: 

Deviation Regulator Type, J98703AD & Amplifier Unit J98703AE 

411.259 

1 

J98710B Type, Tl Carrier 

411.383 

1 

J98718AC Alarm Type, List 2 & 3, 03 Channel Bank Sys. 

411.805 

1 

KS-14964 List 2 & 3 Type, and KS-16162 List 2 Subscriber Set 

451.209 

7 

KS-16161 List 2 & 4 Teletrainer Type 

451.210 

4 

KS-16605 Teletrainer Type 

451.912 

4 

KS-20008 Type 

455.207 

3 

KS-20445 List 1 & 2 Type 

455.210 

1 

MJ Mobile Telephone System Type, KS-19626 List 1 & KS-19627 

473.027 

1 

List 1 

Receiver Type, J68330B 

474.231 

1 

Toll Type, J58876UU-1, 770A PBX 

417.117 

1 

33 & 35 Call Type 

456.153 

13 
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UNITS, CONTROL: (Continued) 


41A & 42 A Type 

473.002 

2 

47 Type 

473.006 

7 

51A Type 

451.211 

4 

54 Type 

451.215 

10 

55 Type 

451.212 

5 

57 Type 

451.216 

3 

60A Type 

474.199 

2 

62A Type 

454.414 

2 

68A Type, L4 Carrier 

411.694 

1 

80A Type 

455.220 

1 

90D Level Type, (J64090D, List 1, 2 & 3) 

474.288 

1 

UNITS, ELECTRICAL SERVICE: 

Modification Kit to Provide Motor Stop on 28B Type(TP153251) 

456.711 

1 

28 Type 

456.135 

11 

35 Type 

456.148 

12 

37 Type 

456.167 

6 

UNITS, EQUALIZER: 

J68877AD-1 List 1 & 2 "A" Type, L4 Carrier 

411.538 

2 

J68877AP-1 List 1 & 2 "A" Type, L4 Carrier 

411.534 

3 

J98709 Adjustable Deviation Type, ON/K Carrier 

411.281 

1 

UNITS, INTERCONNECTING: 

Automatic Type 

420.923 

4 

Manual Type for PBX & Key Telephone Systems 

454.208 

3 

Service Type & Panel 

454.210 

1 

UNITS, KEY TELEPHONE: 

Key Telephone & Key Service Units (1A & 1A1 Type Systems) 

454.201 

29 

1A2 Type System 

454.214 

3 

1A2 Type System, 400B, C & D 

454.203 

13 

7A & 14A Communication System Type 

454.213 

3 

247A Type 

454.205 

1 

247B Type, (Touch-Tone (R) Adapter) 

454.206 

4 

426A & 427A Type (Touch-Tone (R) Adapter) 

454.207 

3 

400G Type 

454.215 

1 

*400H Type 

454.216 


440 Type (Touch-Tone Adapter) 

454.211 

1 
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UNITS, LIGHT & BLOWER: 

KS-19207 Type 457.115 3 

UNITS, MEMORY: 

J68877AE List 2 & 2A Type, L4 Carrier 411.680 6 

J68877AR List 2 Type, L4 Carrier 411.681 3 

19A Type, L4 Carrier 411.577 3 

UNITS, MISCELLANEOUS: 

Alarm & Restoral Type, J99272AW, N2 Carrier 411.353 3 

Alarm & Restoral Type, J99300AK, N3 Carrier 411.422 3 

Answer-Back 40AB101/AA "Dataspeed*" 40 (Suppl.) 456.200 1 

Answer-Back 40AB101/AA "Dataspeed*" 40 (Std.) 456.201 1 

A.N.I. Interface Type, J58876 RD-1, 770A PBX System 417.130 1 

Apparatus Type & Telephone Sets, Data Auxiliary 480.054 4 

Channel Service Type, 550A 480.136 1 

Compandor Type J99300AA, N3 Carrier 411.415 3 

Data Service Type, 500A 480.135 1 

Dial Long Line Type, 2 Party, ED-96588-30 & 31 

Directional Filter Type, 4558, Lenkurt Carrier 411.316 1 

Extender Type, E Type (J98613DM) 411.598 1 

Filter & Relay Type, J68877AJ-1 List 1 411.687 1 

Frequency Correction Type, J99300AE, N3 Carrier 411.419 1 

Frequency Correction Type, J99300AS, N3 Carrier 411.481 3 

Frequency Supply Type, J98703BB & BC 411.273 1 

Incoming Registers & D.I.D. C.O. Trunk Type, J58876 RA-1,RB-1 417.131 1 

& RC-1, 770A PBX 

Key Service Type, and Panels & Apparatus Mountings (1A2 Key 454.204 9 

Tel. Sys) 

KS-19609 List 2 MJ MTS Mobile Supervisory Type (Motorola) 473.026 2 

Lamp Signal Detector Type, J53128A-1 List 1 & 2 420.905 2 

Line Type, J99321AE, N2 Repeater 411.732 2 

Line Concentrator-Identifier Type (J93021B).Modification From 
4 to 6 Trunks 
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UNITS, MISCELLANEOUS: (Continued) 

Line Terminating Type,(J99272M,BM & BW), N2 Carrier 411.341 5 

Line Terminating Type, J99300AL & AT, N3 Carrier 411.423 3 

Master Oscillator Type, 4511, Lenkurt Carrier 411.311 2 

Modular Station 700A & 701A Type 454.117 1 

Motor Drive Type, AMA 415.401 2 

Non-Typing & Typing Perforator & Reperforator Type, Receiving 456.131 25 

Selector Type & Tape Typing Type, 28 Type 
Non-Typing & Typing Reperforator Type, Receiving Selector 456.145 13 

Type & Tape Typing Type, 35 Type 

Non-Typing & Typing Reperforator 37 Type 456.166 5 

Receiving Amplifier & Demodulator and Transmitting Amplifier & 411.271 1 

Modulator Type, J98706, ON Carrier 

Repeater Type, J98706, ON Carrier 411.270 8 

Sequence Selector 28 Type 456.134 16 

Telephone Compandor Type, J99272E (Ll-Lll), AF (L1-L2) & 411.346 9 

BE (L1-L4), N2 Carrier 

Test Extender Type, F Type, J99335TA-1 411.662 1 

Tone Identification & Balancing Type, J68818 - Including 411.478 2 

62 Type Oscillators, L3 Carrier (Pearl) 

Typing Reperforator Unit & Associated Equipment, 14 Type 456.124 17 

1A Service Unit, Picturephone (R), 2C Video Telephone Station 458.201 1 

35 Edge Punched Card Hopper Type 456.171 1 

144 Coupling Type, & 96A1 Loop Repeaters 456.804 1 

570 Key Service Type 454.212 3 

UNITS, MODEM: 

Channel Type, "LMX" J68853H,A5 Channel Bank Equipment 411.579 4 

Channel Type, J99272 BU, N2 Carrier 411.358 2 

Channel Type, J99272BY, N2 Carrier 411.339 2 

Channel Type, J99272F, AG & BF, N2 Carrier 411.345 6 

Channel Type, J99300AB, N3 Carrier, ABl(Ll)(L14-L15) 411.416 3 

Channel Group Type, J99300AD, N3 Carrier (L1-L6) 411.418 4 

Channel Type, J99300AY, N3 Carrier AYl(Ll) 411.326 1 

J68853A Type, A5 Channel Bank Equipment 411.282 12 
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UNITS, PLUG-IN: 


Electronic Type, J70148 

480.009 

8 

J86815C,D,E,F,G & H Type 

416.018 

2 

J86834C,D,E & G Type 

416.021 

2 

UNITS, POWER: 

Pulse Width Converter (PWC) Type, 136A, B, D, E, -145A, 

411.776 

1 

B, C, & 146B, C 

Supply Type, J86738A List 1 

416.007 

4 

Supply Type, J87245A, N3 Carrier 

411.427 

3 

Supply Type, "Dataspeed*" 40 - 40PSU101 (Standard) 

456.196 

2 

Supply Type, "Dataspeed*" 40 - 40PSU101 (Supplemental) 

456.187 

2 

Supply Type, Synchronous "Dataspeed*" 40/4, 40PSU102(Standard) 

456.204 

1 

Supply Type, Synchronous "Dataspeed*" 40/4, 

456.205 

1 

40PSU102 (Supplemental) 

16A Type 

416.014 

1 

19, 20 & 51 Type 

416.015 

5 

21A Type 

455.206 

1 

28A & D, J-86738A-11 Type 

416.016 

3 

29 & 30 Type 

416.022 

5 

31A Type 

480.107 

1 

32 Type 

416.026 

2 

33A Type 

416.020 

3 

34 Type 

416.019 

2 

39A Type 

416.027 

1 

79B1 Type 

416.039 

1 

79B2 Type 

416.040 

3 

85B1 Type 

416.044 

1 

90B1 Type 

416.041 

2 

95B1 Type 

416.045 

1 

**145 A,B,C 

411.776 

1 

**136 D,E,J,L 

411.776 

1 

**J87419A,B 

416.048 

2 

**J87432A,B,C,D 

416.049 

2 

AA,BB,DD 

** 120-122 

411.775 

2 

**130-132 

411.775 

2 

**140-142 

411.775 

2 

**71A1 

416.052 

1 

**71A2 

416.053 

1 

**71A3 

416.054 

1 

UNITS, RECEIVER: 

HA Type 

452.022 

7 

HC Type 

452.026 

5 

J95120B MF Type, H295-119, 1-120 & -121 

mm 

452.062 

1 

J98718AB-1 List 1 & 2 and J98718AB-2 List 3 

4 

LA & LB Type 

452.033 

17 

U Type 
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UNITS, SIGNALING: 

E Type J98613, J98618 & J70144 411.267 10 

ElP Type, J98613DP 411.602 1 

ElP Single Frequency Type 

ElR Type, J98613DR 411.603 1 

ElR Single Frequency Type, Modification 

E5SA-10 & Later Single Frequency Type,(J70144C & J98618B) 

FAA,FAB,FAC,FAD,FBA,FBB,FBM,FGA & FHA Auxiliary Type(J99335) 411.663 2 

F Auxiliary Type, J99335CA,DA & DB 411.664 2 

F Auxiliary Type, J99335PA, LA & LB 411.665 2 

F Auxiliary Type, J99335RA,SA & SB 411.666 1 

FMA,FMB,FMC,FMD & FME Auxiliary Type, J99335 411.673 1 

FWA,FWB & FUA Type, J99335WA,WB & UA 411.660 2 

UNITS, TERMAL: 

Bl Data Carrier Type, (J70152AA & BA)(Plug-In Boards Only) 411.392 1 

B1 Data Carrier Type, (J70152AB & BB)(Plug-In Boards Only) 411.391 1 

and Power Supply (J87204) 

UNITS, TRANSMITTER: 

Fl,625A-3, D-141914 & D-173387 Type 452.020 6 

Group Type, 01 Carrier 411.262 3 

J98718AA-1 List 1 & 2, D3 Channel Bank Sys. 411.803 1 

Multiple Type & Base 456.127 12 

Nl & N2 Type 452.025 7 

T Type 452.032 14 

680 Type 452.068 5 

UNITS, TRANSMITTER-DISTRIBUTORS: 

28 Type 456.138 22 

28 Type Modification Kit, TP162490 Multiple Wire Output 456.722 1 

35 Type 456.146 10 

UNITS, TRANSMITTER & RECEIVER: 

High Group Type, (J98703), Nl Carrier 411.251 6 

High Group (J99272), N2 Carrier 411.344 4 

High Group Type(J99300AF & AH), N3 Carrier 411.420 2 

KS-19609 (Motorola) MJ Mobile Radio Telephone System Type 473.028 1 
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UNITS, TRANSMITTER & RECEIVER: (Continued) 

Low Group Type (J98703), N1 Carrier 
Low Group (J99272), N2 Carrier 
Low Group (J99300AG & AJ), N3 Carrier 

Low Power Type, Hallicrafter Littlefone HT-22, Portable Radio 
Low Power Type, Industrial Radio Co. (Pak-Fone), Portable 
Radio 

Mobile Radio Telephone Type 
N2WM1 Wide-Band Modem Type (J99272), N2 Carrier 

UNITS, TYPING: 

28 Type, and Typeboxes 

28 Type, Mod. Kits, Convert Friction Feed to Sprocket Feed & 

Sprocket Feed to Friction Feed 

28 Type, TP-173881 Mod. Kit, Five Level Parallel-Code Reading 
Contacts 

28 Type, TP-179724 Mod. Kit, Two-Color Printing 
33 Type, Sub-Base, Distributor & Answer-Back Mechanism 
35 Type, and Typeboxes 
37 Type 

WINDERS: 

Tape Type, Teletype 456.191 1 

WIRE: 

C Drop Type 430.103 5 


411.252 7 

411.343 5 

411.421 2 

473.014 2 

473.015 1 

473.023 4 

411.350 3 

456.126 42 

456.716 1 

456.725 1 

456.727 2 

456.141 15 

456.147 17 

456.164 6 


END OF APPENDIX 
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101.002 General 
103.001 
104.011 
120.002 

350.001 

350.002 

350.003 

350.004 

350.005 

350.013 

350.017 Compressors 
353.261 Plugs 
353.317 Sets, Tel. 
353.714 Sets, Coin Tel. 
361.002 Sets, Subscriber 
361.004 Ringers 
361.005 

361.006 Sets, Subscriber 

361.023 

361.024 

361.062 Ringers 
361.063 Sets. Scriber 
361.064 Sets, Tel. 
361.065 
361.066 Dials 
361.067 Bases 
361.203 Sets, Tel. 
361.301 
361.308 

361.315 

361.316 

361.317 
361.323 

361.347 

361.348 
361.353 

361.355 

361.356 

361.357 

361.361 

361.362 

361.363 Consoles 

361.369 Sets, Tel. 

361.370 

361.373 

361.374 

361.375 


361.376 

Bases 

361.377 

Sets, Tel. 

361.379 

Consoles 

361.380 

Sets, Tel. 

361.381 

II 

361.382 

Bases 

361.383 

II 

361.384 

Sets, Tel. 

361.385 

II 

361.386 

Consoles 

361.387 

Sets, Tel. 

361.389 

II 

361.390 

II 

361.702 

Sets, Coin Tel 

361.703 

II 

361.704 

II 

361.705 

II 

361.801 

Sets, Tel. 

361.012 

Receivers 

362.021 

Sets, Hand 

362.023 

II 

362.024 

Transmitters 

362.113 

Ringers 

362.114 

II 

362.115 

II 

362.116 

II 

362.117 

II 

362.142 

Networks 

362.143 

Equalizers 

362.201 

Cords 

362.203 

II 

362.204 

II 

362.304 

Dials 

362.305 

II 

362.306 

II 

362.307 

II 

362.311 

Filters 

362.312 

Dials 

362.313 

II 

362.314 

II 

362.315 

II 

362.317 

II 

362.318 

II 

372.319 

II 

362.320 

II 

362.403 

Keys 

362.404 

II 
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362.405 Keys 
362.407 " 

362.409 " 

380.001 Systems, P 8 X 

401.001 Relays 

401.002 

401.003 

401.004 

401.006 

401.007 

401.009 

401.010 

401.011 

401.012 

401.013 

401.014 

401.015 

401.016 Trunks 

401.100 General 

402.101 Jacks 

402.102 

402.103 " 

403.101 Keys 

404.101 Cords 

404.102 Reels 

404.103 " 

404.105 

405.101 Plugs 

405.102 " 

405.103 " 

406.301 Switches 

406.302 Systems, Misc. 

406.303 

406.304 Shelves 
407.201 Commutators 

407.301 Brushes 

408.301 Clutches 

408.302 Racks 
410.301 Coils 

410.401 " 

410.402 

410.601 Capacitors 

410.602 Networks 
411.004 

411.102 Tubes 

411.105 Repeaters 

411.106 

411.107 


411.108 Repeaters 

411.109 

411.110 

411.111 

411.211 Rectifiers 

411.230 Amplifiers 

411.231 

411.232 

411.233 

411.235 

411.236 

411.237 

411.238 

411.239 

411.240 

411.241 

411.242 

411.243 Equalizers 

411.250 Repeaters 

411.251 Units, Transmitter-Receiver 

411.252 

411.253 Units, Channel 

411.255 Amplifiers 

411.256 

411.258 Units, Channel 

411.259 Units, Control 

411.260 Units, Channel 

411.261 

411.262 Units, Transmitter 

411.263 Units, Amplifier 

411.264 Oscillator 

411.265 

411.266 Amplifiers 

411.267 Units, Signaling 

411.268 Filters 

411.269 Corrector 

411.270 Units, Misc. 

411.271 
411.273 

411.280 Units, Amplifier 

411.281 Units, Equalizer 
411.382 Units, Modem 

411.283 Amplifier 

411.284 

411.285 

411.289 Counters 

411.291 Switches 

411.292 


tl 
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411.293 Switches 

411.294 Counters 

411.295 Switches 

411.296 Packs, Circuit 

411.297 

411.298 Switches 

411.299 

411.301 Amplifiers 

411.302 Repeaters 

411 303 " 

4111316 Units, Misc. 

411.319 Units, Receiving 
411.322 Amplifiers 

411.325 Units, Amplifier 

411.326 Units, Modem 

411.339 

411.340 Repeaters 

411.341 Units, Misc. 

411.342 Units, Alarm 

411.343 Units, Transmitter-Receiver 

411.344 

411.345 Units, Modem 

411.346 Units, Misc. 

411.347 Circuits 

411.348 Units, Amplifier 

411.349 Receivers 

411.350 Units, Transmitter-Receiver 

411.351 Oscillators 

411.352 Equalizers 

411.353 Units, Misc. 

411.358 Units, Modem 

411.360 Networks 

411.361 

411.362 

411.363 

411.364 

411.365 

411.366 

411.368 

411.369 

411.370 

411.371 


411.372 Networks 

411.373 

411.374 

411.375 

411.376 

411.377 

411.378 Units, Channel 

411.379 

411.380 Repeaters 

411.381 

411.382 

411.383 Units, Control 

411.384 Units, Alarm 

411.385 Repeaters 

411.386 Suply, Power 

411.387 Units, Channel 

411.388 Repeaters 

411.390 

411.391 Units, Terminal 

411.392 

411.396 Amplifiers 
411.399 Connectors 

411.401 Amplifiers 

411.402 

411.403 
411.405 
411.407 

411.410 

411.411 Generators 

411.413 Stabilizers 

411.414 Amplifiers 

411.415 Units, Misc. 

411.416 Units, Modem 

411.417 Regulators 

411.418 Units, Modem 

411.419 Units, Misc. 

411.420 Units, Transmitter-Receiver 

411.421 

411.422 Units, Misc. 

411.423 

411.424 Generators 
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411.425 Units, Amplifier 

411.426 

411.555 

Amplifiers 

411.427 Units, Power 

411.556 

II 

411.428 Filters 

411.557 

II 

411.429 Units, Amplifier 

411.558 

II 

411.433 Networks 

411.559 

Decoders 

411.434 

411.561 

Regulators 

411.439 Circuits 

411.562 

Modulators 

411.440 Packs, Circuits 

411.564 

Decoders 

411.441 

411.565 

Oscillators 

411.442 Amplifiers 

411.566 

II 

411.443 Networks 

411.567 

Counters 

411.444 

411.568 

Osci1lators 

411.445 

411.571 

Filters 

411.446 Modulators 

411.572 

II 

411.447 Amplifiers 

411.573 

Alarms 

411.448 Modules 

411.574 

Multipliers 

411.449 

411.575 

II 

411.450 Amplifiers 

411.577 

Units, Memory 

411.451 Modulators 

411.579 

Units, Modem 

411.463 Suppressors 

411.580 

Repeaters 

411.476 Sets, Misc. 

411.581 

Amplifiers 

411.477 Equalizers 

411.582 

Oscillators 

411.478 Units, Misc. 

411.583 

Receivers 

411.481 

411.584 

Alarms 

411.487 Networks 

411.585 

II 

411.488 

411.588 

Circuits 

411.491 

411.589 

II 

411.492 

411.590 

Osci1lators 

411.501 Repeaters 

411.591 

Amplifiers 

411.502 

411.592 

Alarms 

411.524 Modules 

411.597 

Suppressors 

411.525 Oscillators 

411.598 

Units, Misc. 

411.526 Circuits 

411.599 

Repeaters 

411.527 

411.601 

Equipment 

411.528 Modulators 

411.602 

Units, Signaling 

411.529 

411.603 

II 

411.530 Amplifiers 

411.605 

Circuits 

411.531 Repeaters 

411.609 

Repeaters 

411.532 

411.610 

II 

411.534 Units, Equalizers 

411.611 

II 

411.538 

411.612 

II 

411.539 Amplifiers 

411.613 

II 

411.551 Modules 

411.614 

II 

411.552 

411.615 

II 

411.553 

411.660 

Units, Signaling 

411.554 Amplifiers 

411.661 

Circuits 

411.662 

Units, Misc. 
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411.663 Units, Signaling 

411.664 

411.665 

411.666 
411.673 

411.678 Repeaters 

411.679 

411.680 Units, Memory 

411.681 

411.682 Repeaters 

411.683 

411.684 

411.685 

411.686 Suppressors 

411.687 Units, Misc. 

411.690 Receivers 

411.691 

411.692 

411.693 Gates 

411.694 Units, Control 

411.695 Units, Amplifier 

411.696 Converters 

411.697 Switches 

411.698 Amplifiers 

411.704 Units, Channel 

411.705 

411.706 

411.707 
411.709 

411.730 Repeaters 

411.731 

411.732 Units, Misc. 
411.737 Converters 

411.776 Units, Power 
**411.775 Units, Power 

411.777 Equalizers 

411.778 Amplifiers 

411.803 Units, Transmitter 

411.804 Units, Receiver 

411.805 Units, Control 

411.811 Units, Channel 

411.812 

411.813 
411.815 
411.819 

412.101 Mountings 

412.301 Coils 

412.302 " 

412.401 Fuses 


413.502 Caps 
413.602 Indicators 

414.301 Mountings 
415.101 Clocks 

415.201 Calculagraphs 

415.202 Calculagraphs 

415.203 

415.302 Registers 

415 303 " 

415^401 Units, Misc. 

415.402 Reels 

415.403 Readers 

415.404 Reels 

415.405 Perforator 

415.406 Cabinets 

415.407 Cameras 

415.408 Perforator 
416.001 Plants, Power 
416.002 Machines 
416.003 Generators 
416.004 Motors 
416.005 Generators 
416.006 Rectifiers 
416.007 Units, Power 
416.010 Rectifiers 
416.011 

416.012 Batteries 
416.013 Plants, Power 
416.014 Units, Power 
416.015 
416.016 

416.017 Generators 
416.018 Units, Plug-In 
416.019 Units, Power 
416.020 

416.021 Units, Plug-In 
416.022 Units, Power 
416.023 Inverters 
416.024 Regulators 
416.026 Units, Power 
416.027 

416.029 Converters 
416.030 Regulators 
416.031 Rectifiers 
416.032 Plants, Power 
416.035 Supply, Power 
416.036 Generators 
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416.037 

Generators 

416.039 

Units, Power 

416.040 

ll 

416.041 

ll 

416.044 

ll 

416.045 

ll 

**416.048 

Units, Power 

**416.049 

ll 

**416.052 

ll 

**416.053 

ll 

**416.054 

ll 

417.101 

Switchboards, 

417.102 

Switchboards, 

417.103 

Systems, PBX 

417.104 

Systems, PBX 

417.105 

ll 

417.106 

Circuits 

417.107 

ll 

417.108 

ll 

417.109 

II 

417.110 

ll 

417.111 

II 

417.112 

Trunks 

417.113 

II 

417.114 

II 

417.115 

Circuits 

417.116 

II 

417.117 

Units, Control 

417.118 

Circuits 

417.119 

II 

417.120 

II 

417.121 

II 

417.122 

Supply, Power 

417.123 

Circuits 

417.124 

II 

417.125 

II 

417.126 

II 

417.127 

II 

417.128 

ll 

417.129 

II 

417.130 

Units, Misc. 

417.131 

II 

417.201 

Switchboards, 

417.202 

ll 

417.203 

ll 

417.204 

il 

417.205 

ll 

417.206 

ll 


417.250 General 

417.302 Switchboards, PBX 

417.303 

417.402 Systems, PBX 

417.403 Systems PBX 

417.404 

417.405 

417.406 

417.408 

417.409 Systems, Mi sc. 

417.411 Systems, PBX 

417.412 Systems, Misc. 
417.414 

417.417 Systems, PBX 
417.501 Consoles 
417.801 Cabinets 

418.101 Coppers 

418.102 Bits 

418.104 Tools 

418.105 Filter 

418.302 Sets, Test 

418.303 Sets, Measuring 

418.304 Sets, Testr 

418.305 

418.306 Sets, Misc. 

418.307 Sets, Test 

418.308 

418.309 

418.310 

418.311 

318.312 Oscillators 

418.313 Sets, Test 

418.314 

418.315 

418.316 

418.317 

418.318 

418.319 

418.320 Sets, Misc. 

418.321 Sets Test 

418.323 

418.324 
418.326 

420.101 Resistors 
420.201 Spaces 

420.301 Chairs 

420.302 

420.303 

420.304 

420.901 Diodes 
420.903 Systems, Misc. 
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420.904 

420.905 

420.906 

420.907 

420.908 

420.909 

420.910 

420.911 

420.912 

420.913 

420.915 

420.916 

420.918 

420.919 

420.921 

420.922 

420.923 

420.925 

420.926 

420.928 

420.929 
421.001 
421.002 
421.003 
421.004 
421.005 
421.006 
421.007 
421.008 
421.009 
421.010 
421.011 
421.012 
421.013 
421.014 
421.015 
421.016 
421.017 
421.018 
421.019 
421.021 
421.050 
421.051 
421.052 
421.061 
421.062 
421.063 
421.064 
421.065 
421.066 


Circuits 
Units, Misc. 

Readers 
Circuits 
Timers 
Generators 
Units, Receiver 
Circuits 
Converters 
Systems, Misc. 

Packs, Circuit 

Generators 

Timers 

Extender 

Generators 

Circuits 

Units, Interconnecting 

Recorders 

Networks 


General 

Packs, Circuit 


Systems, Misc. 
Packs, Circuit 


Pulsers 


423.001 

423.002 

423.003 

423.004 

423.005 

423.006 

423.007 

423.008 

423.009 

423.010 

423.011 

423.012 

423.013 

423.014 

423.015 

423.026 

423.100 

423.101 

423.102 

423.103 

423.104 

423.105 

423.106 

423.107 

423.108 

423.109 

423.110 

423.111 

423.112 

423.113 

423.114 

423.115 

423.116 

423.117 

423.118 

423.119 

423.120 

423.121 

423.122 

423.123 

423.124 

423.138 

423.139 

423.140 

423.141 

423.142 
423.147 
430.103 
434.005 
434.012 


General 

Packages, Circuit 


Packs, Circuit 
General 

II 

Packs, Circuit 


Networks 

General 

Packs, Circuit 
General 
Networks 
Systems, PBX 
Packs, Circuit 
Consoles 
Panels 
Wire 

Terminals 

Cases 
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434.015 Terminals 
434.116 
434.017 Boxes 
434.018 Terminals 
434.019 Closures 
434.020 

434.021 Terminals 
434.022 Boxes 
434.023 Terminals 
434.024 Blocks 
434.025 
434.101 

436.001 Drills 
436.002 Screwdrivers 
436.003 Pliers 
436.004 
436.005 
436.007 Bits 
436.008 Scissors 
436.009 Axes 
436.010 Hooks 
436.011 Climbers 
436.014 Belts 
436.015 Ladders 
436.016 

436.022 Braces 
436.023 Hammers 
436.025 Reels 
436.026 Platforms 
436.027 Cars 
436.028 Guards 
436.030 Umbrellas 
436.031 Lamps 
436.032 Hoist 
436.033 Rules 
436.034 Dynamometers 
436.035 Furnaces 
436.036 Pullers 
436.037 Cutters 
436.038 Pruners 
436.039 Blocks 
436.040 

436.041 Stripper 
436.042 Tents 
436.043 Knives 
436.044 Coppers 
436.046 Bars 
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436.047 Bars 
436.048 Amplifiers 
436.049 Belts 
436.050 Sets, Test 
436.051 
436.052 Rope 
436.054 Handles 
436.057 Sets, Test 
436.058 

436.059 Lanterns 

436.061 Sets, Test 

436.062 

436.063 

436.064 

436.065 Bags 

436.066 Cutters 

436.067 Tents 

436.068 Masts 

436.069 Flashers 

436.070 Sets, Test 

436.071 11 

436.072 

436.073 

436.074 

436.075 

436.076 

436.077 Locators 
436.078 Poles 
436.080 Sets, Test 
436.081 Heaters 
436.082 Shields 
436.083 Tents 
436.084 Gloves 
436.085 Blankets 
436.086 Platforms 
436.087 Sets, Test 
436.088 Tents 
436.089 " 

436.090 Sets, Test 
436.091 

436.092 Blocks 
436.093 Ladders 
436.094 Supports 
436.095 Indicators 
436.096 Cutters 
436.098 Benders 
436.099 Pullers 
436.101 Hoses 
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436.102 Supports 

436.104 Coppers 

436.105 Sets, Test 

436.107 

436.108 

436.111 

436.112 Pressers 

436.113 Sets, Test 

436.114 

436.116 

436.117 Ladders 

436.118 Probes 

436.119 Poles 
450.204 Ringers 
450.217 
450.307 Coils 

450.401 Capacitors 

450.402 

450.902 Gongs 

450.903 Relays 
451.201 Sets, Hand 

451.207 

451.208 Sets, Tel. 

451.209 Units, Control 

451.210 

451.211 

451.212 

451.214 Sets, Hand 

451.215 Units, Control 

451.216 

451.229 Sets, Hand 

451.230 

451 231 " 

451!303 Cables 
451.304 Adapters 
451.306 Cords 
451.401 Filters 

451.502 Sets, Tel. 

451.503 Bases 
451.512 Sets, Tel. 

451 514 " 

451!902 Blanks 

451.903 Plates 
451.905 Dials 
451.909 Adapters 
451.912 Units, Control 

451.914 Dials 

451.915 " 


451.916 Dials 

451.917 " 

451.918 " 

451.919 Dialers 

451.922 Dials 

451.923 " 

451.924 " 

451.927 " 

451.928 " 

451.929 " 

451.930 " 

451.931 Detectors 

451.932 Memories 

451.933 Dials 

451.934 Adapters 
452.010 Headbands 
452.020 Units, Transmitter 
452.022 Units, Receiver 
452.023 Sets, Tel. 

452.024 Headbands 
452.025 Units, Transmitter 
452.026 Units, Receiver 
452.032 Units, Transmitter 
452.033 Units, Receiver 
452.034 Sets, Tel. 

452.036 Amplifiers 
452.039 

452.040 Transmitters 
452.042 Receivers 
452.044 Amplifiers 
452.045 Transmitters 
452.046 Receivers 
452.047 Transmitters 
452.048 
452.051 
452.052 

452.053 Receivers 
452.054 Amplifiers 
452.055 Transmitters 
452.056 Amplifiers 
452.057 

452.058 Sets, Subscriber 
452.059 Transmitters 
452.061 Sets, Tel. 

452.062 Units, Receivers 
452.063 Sets, Tel. 

452.065 Headbands 
452.066 Amplifiers 
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452.067 

Sets, Tel. 


452.068 

Units, Transmitter 

455.102 Generators 

452.070 

Sets, Tel. 

455.103 Indicators 

452.071 

Transmitters 

455.104 Sockets 

453.101 

Protectors 

455.120 Backboards 

453.102 

Blocks 

455.131 Buzzers 

453.103 

Protectors 

455.132 

453.104 

II 

455.133 Signals 

453.105 

II 

455.134 

453.106 

II 

455.135 

453.107 

II 

455.136 Sets, Misc. 

454.105 Keys 

455.137 Stations 

454.106 

II 

455.138 Signals 

454.107 

II 

455.140 Blocks 

454.108 

II 

455.141 Inductors 

454.111 

II 

455.142 Sets, Misc. 

454.112 

II 

455.143 Covers 

454.113 

II 

455.144 Inductors 

454.114 

II 

455.145 Sets, Misc. 

454.115 Mountings 

455.151 Sets, Loudspeaker 

454.116 Equipment 

455.152 Amplifiers 

454.117 

Units, Misc. 

455.153 Sets, Loudspeaker 

454.121 

Panels 

455.154 

454.122 Keys 

455.155 Sets, Misc. 

454.201 

Units, Key Tel. 

455.162 Cables 

454.202 

Interrupters 

455.172 Jacks 

454.203 

Units, Key Tel. 

455.175 Plugs 

454.204 

Units, Misc. 

455.176 " 

454.205 

Units, Key Tel. 

455.181 Connectors 

454.206 

M 

455.182 Loudspeakers 

454.207 

II 

455.191 Transformers 

454.208 

Units, Interconnecting 

455.192 

454.210 

ll 

455.194 Loudspeakers 

454.211 

Units, Key Tel. 

455.195 

454.212 

Units, Misc. 

455.196 

454.213 

Units, Key Tel. 

455.197 Transformers 

454.214 

II 

455.198 Connectors 

454.215 

II 

455.199 Jacks 

**454.216 

Units, Key Tel. 

455.200 Loudspeakers 

454.401 

Sets, Tel. 

455.201 Blocks 

454.403 

II 

455.202 Amplifiers 

454.405 

ll 

455.203 

454.408 

Inverters 

455.204 Coupler 

454.409 

Sets, Tel. 

455.205 Connectors 

454.410 

Sets, Misc. 

455.206 Units, Power 

454.411 

Sets, Tel. 

455.207 Units, Control 

454.412 

ll 

455.208 Blocks 

454.413 

Sets, Misc. 

455.209 Loudspeakers 

454.414 

Units, Control 


454.501 

Systems, Misc. 
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455.210 Units, Control 

455.211 Amplifiers 

455.212 Coupler 

455.213 Backboards 

455.214 Sets, Misc. 

455.215 Isolator 

455.216 Couplers 

455.217 Sets, Loudsppeaker 

455.218 Sets, Misc. 

455.219 Couplers 

455.220 Unit, Control 

455.601 Cases 

455.602 Sets, Test 

455.603 

455.604 Drills 

455.605 Tools 

455.606 Ladders 

455.607 Staplers 

455.608 Drills 

455.609 Staplers 

455.610 Lights 

455.613 Ladders 

455.614 Sets, Hand 
455.617 Drills 
456.051 General 
456.052 Motors 
456.061 Rectifiers 
456.072 Rectifiers 

456.106 Units, Transmitter-Distributor 
456.115 Transmitters 
456.117 Teletypewriters 

456.119 Selectors 

456.120 

456.124 Units, Misc. 

456.126 Units, Typing 

456.127 Units, Transmitter 
456.129 Distributors 

456.131 Units, Misc. 

456.132 Sets, Misc. 

456.134 Units, Misc. 

456.135 Units, Electrical Service 

456.136 Cabinets 

456.137 Bases 


456.138 Units, Transmitter-Distributor 

456.140 Cabinets 

456.141 Units, Typing 

456.142 Keyboards 

456.143 Punch 

456.144 Readers 

456.145 Units, Misc. 

456.146 Units, Transmitter-Distributor 

456.147 Units, Typing 

456.148 Units, Electrical Service 

456.149 Cabinets 

456.150 Bases 

456.153 Units, Control 

456.154 Ringers 

456.156 Readers 

456.157 Perforator 

456.158 Cabinets 

456.159 Perforator 

456.161 Readers 

456.162 

456.164 Units, Typing 

456.165 Keyboards 

456.166 Units, Misc. 

456.167 Units, Electrical Service 

456.168 Cabinets 
456.171 Units, Misc. 

456.174 Sets, Test 

456.179 Cabinets 

456.180 Panels 

456.181 Terminals 

456.183 Supply, Power 

456.184 Printers 

456.185 Monitors 

456.186 Consoles 

456.187 Units, Power 

456.188 Frames 

456.189 Cabinets 

456.190 Circuits 

456.191 Winders 

456.192 Circuits 

456.193 Printers 

456.194 Monitors 

456.195 Consoles 

456.196 Units, Power 

456.197 Frames 

456.198 Cabinets 
456.200 Units, Misc. 
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456.201 Units, Misc. 

456.204 Units, Power 

456.205 

456.208 Consoles 

456.209 Teleprinter 

456.501 General 

456.502 Packs, Circuit 

456.503 

456.504 

456.505 

456.506 

456.507 

456.508 

456.509 

456.510 

456.511 

456.512 

456.523 Coupler 

456.524 Modules 
456.528 Cards 

456.531 " 

456.532 Supply, Power 

456.603 Driver, Magnet 

456.604 Cords 

456.606 Switches 

456.607 Amplifiers 

456.608 

456.701 Sets, Subscriber 

456.702 

456.705 Selectors 

456.706 Relays 

456.707 Teletypewriters 

456.708 

456.709 

456.710 Bases 

456.711 Units, Electrical Service 

456.712 Cabinets 

456.713 Perforator 

456.714 Paper 

456.715 Stuntboxes 

456.716 Units, Typing 

456.717 Perforator 

456.718 

456.719 Bases 

456.720 Perforator 


456.721 Perforator 

456.722 Units, Transmitter-Distributor 

456.723 Bases 

456.724 Perforator 

456.725 Units, Typing 

456.726 Keyboards 

456.727 Units, Typing 

456.728 Perforator 
456.730 Stuntronic 

456.801 Terminals 

456.802 Sets, Subscriber 

456.803 Networks 

456.804 Units, Misc. 

456.805 Pack, Circuit 

456.901 Stations 

456.902 

456.903 

456.904 

456.905 

456.909 

456.910 

456.911 
456.916 
456.918 

456.920 Controller, Lines 

456.921 Stations 

456.922 

456.923 

456.924 

456.925 
456.930 

456.932 

456.933 

456.935 Terminals 

456.936 Stations 
456.938 

456.940 Terminals 

456.941 

456.942 Stations 

456.943 Teletypewriters 

456.944 Stations 
456.946 
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456.949 Stations 

456.951 Stations 

456.952 Teleprinter 
456.954 Stations 
457.103 Booths 

456.106 " 

457.107 Shelves 

457.108 

457.109 Booths 

457.110 Shelves 

457.111 Mounting 

457.112 Booths 

457.113 

457.114 

457.115 Units, Light & Blower 

457.116 Shelves 

457.117 Booths 

457.118 

457.119 Mountings 

457.120 Booths 

457.123 

457.124 Shelves 

457.125 Mountings 
457.203 Covers 
457.210 Doors 
457.214 Chutes 
457.220 Sets, Coin Tel. 

457.223 

457.224 

457.228 

457.229 Relays 

457.231 Sets, Coin Tel. 

457.232 

457.233 

457.234 

457.235 

457.236 

457.237 

457.238 Circuits 

457.239 Sets, Coin Tel. 

457.240 Hoppers, Coin 

457.241 Chassis 

457.242 Sets, Coin Tel. 
457.301 Hangers 

457.501 Signs 

457.502 " 

457.503 " 

458.201 Units, Misc. 


470.001 General 
472.005 Receivers 
472.011 Cables 
472.012 Receivers 
473.001 Selectors 
473.002 Units, Control 
473.006 
473.007 Boxes 

473.014 Units, Transmitter-Receiver 
473.015 

473.019 Selectors 
473.021 Radio 
473.022 " 

473.023 Units, Transmitter-Receiver 
473.024 Decoders 
473.026 Units, Misc. 

473.027 Units, Control 

473.028 Units, Transmitter-Receiver 

474.001 Generators 

474.002 Meters 

474.003 " 

474.004 Attenuators 
474.006 Sets, Measuring 
474.007 Oscillators 
474.008 Sets, Test 
474.009 Sets, Measuring 
474.010 Oscillators 
474.011 

474.012 Sets, Measuring 
474.013 Monitors 
474.014 Sets, Misc. 

474.015 

474.016 Meters 
474.017 Testers 
474.018 Sets, Test 
474.019 Filters 
474.020 Sets, Test 
474.021 Sets, Measuring 
474.022 Meters 
474.023 Generators 
474.024 Meters 
474.025 Sets, Test 
474.026 

474.027 Oscilloscopes 
474.028 Meters 
474.029 Oscillographs 
474.030 Meters 
474.031 Sets, Measuring 


BSRS 104.001 
Addendum A 
Page 14, Issue 6 


INDEX (Cont.) 


474.032 Meters 
474.033 Sets, Test 
474.034 
474.035 

474.036 Meters 

474.037 

474.038 

474.039 Stands, Test 

474.040 Sets, Test 

474.041 

474.042 

474.043 

474.044 

474.045 Sets, Misc. 

474.046 Meters 

474.047 Oscillographs 

474.048 Sets, Test 

474.049 

474.050 

474.051 

474.053 Sets, Misc. 
474.054 Sets, Measuring 
474.055 Sets, Test 
474.056 Sets, Measuring 
474.057 Meters 
474.058 Sets, Test 
474.059 Sets, Measuring 
474.060 Sets, Test 
474.061 Panels 
474.062 Sets, Test 
474.063 Meters 
474.064 " 

474.065 Sets, Test 
474.066 

474.067 Meters 
474.068 Sets, Test 
474.069 Indicators 
474.071 Sets, Measuring 
474.072 

474.073 Oscillators 
474.075 Indicators 
474.076 

474.077 Oscillators 
474.078 Sets, Measuring 
474.079 Sets, Test 


474.080 Oscillators 
474.081 Sets, Test 
474.082 Meters 
474.083 Oscillographs 
474.084 Oscillators 
474.085 Meters 
474.086 

474.087 Sets, Misc. 

474.088 Analyzers 
474.089 Sets, Test 
474.090 Generators 
474.091 Amplifiers 
474.092 Sets, Measuring 
474.093 Machines 
474.094 Oscilloscopes 
474.095 Generators 
474.096 Monitors 
474.097 Oscillators 
474.099 

474.100 Oscilloscopes 

474.101 Generators 

474.102 Oscillators 

474.103 Registers 

474.104 Oscilloscopes 

474.105 Sets, Test 

474.106 Oscilloscopes 

474.107 Sets, Test 

474.108 

474.110 Systems, Transmission Measuring 

474.111 Sets, Test 

474.112 

474.113 

474.114 

474.115 

474.116 Systems, Transmission Measuring 

474.118 Sets, Test 

474.119 

474.120 Calibrator 

474.121 Analyzers 

474.122 Sets, Test 

474.123 Sets, Measuring 

474.124 Sets, Test 

474.128 Circuits 

474.129 Sets, Test 

474.130 Sets, Misc. 

474.131 Testers 

474.132 Sets, Test 
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474.134 Calibrator 

474.135 Sets, Test 

474.136 Sets, Measuring 

474.137 Indicators 

474.138 Indicators 

474.141 Sets, Test 

474.142 

474.143 Meters 

474.144 Generators 
474.146 Sets, Measuring 

474.148 Meters 

474.149 

474.150 Sets, Test 

474.151 Indicators 

474.152 Sets, Test 

474.153 Generators 

474.154 Meters 

474.155 Sets, Test 

474.156 

474.157 Meters 

474.158 Sets, Test 

474.159 Sets, Misc. 

474.160 Sets, Test 

474.161 Checker 

474.162 Sets, Measuring 

474.163 Sets, Test 

474.164 Sets, Measuring 

474.165 Sets, Test 

474.166 Sets, Misc. 

474.168 Meters 

474.169 " 

474.170 Sets, Test 

474.171 

474.173 Counters 

474.174 Sets, Misc. 

474.175 

474.176 Sets, Test 

474.177 

474.179 Sets, Measuring 
474.181 Sets, Misc. 

474.183 Sets, Test 

474.184 

474.185 Oscilloscopes 

474.186 Sets, Test 

474.187 Meters 

474.188 Oscillators 

474.189 Counters 


474.190 Sets, Measuring 

474.191 Sets, Test 

474.192 Meters 

474.193 Sets, Measuring 

474.194 Generators 

474.195 Analyzers 

474.196 Sets, Test 
474.199 Units, Control 

474.201 Meters 

474.202 Sets, Test 

474.203 

474.204 Oscillators 

474.205 

474.206 

474.207 Stands, Test 

474.208 Attenuators 

474.209 Meters 

474.210 Attenuators 

474.211 Receivers 

474.212 Sets, Measuring 

474.213 Oscillators 

474.214 Meters 

474.215 Oscillators 

474.216 Sets, Test 

474.217 Amplifiers 

474.218 Sets, Misc. 

474.219 

474.220 Stands, Test 

474.221 Meters 

474.222 Sets, Misc. 

474.223 Sets, Measuring- 

474.224 Meters 

474.225 Oscillators 

474.226 Sets, Misc. 

474.227 Detectors 

474.228 Panels 

474.229 Sets, Test 

474.231 Units, Control 

474.232 Inserters 

474.233 Coupler 

474.234 Sets, Test 

474.235 

474.236 Sets, Measuring 

474.237 Sets, Test 

474.240 

474.241 Amplifiers 

474.242 
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474.243 Detectors 

474.244 Gates 

474.245 Sets, Test 

474.246 Oscillators 

574.247 Sets, Test 

474.248 Oscillators 

474.249 Generators 

474.250 Oscillators 

474.251 Sets, Test 

474.252 Circuits 

474.253 Sets, Misc. 

474.254 Sets, Test 

474.256 Sets, Measuring 

474.257 Sets, Misc. 

474.258 Counters 

474.260 Sets, Test 

474.261 

474.262 

474.263 Amplifiers 

474.264 Attenuators 

474.265 Panels 

474.266 Detectors 

474.268 Generators 

474.269 Detectors 

474.270 Systems,Transmission Measuring 

474.273 Sets, Misc. 

474.274 Sets, Test 

474.275 Generators 

474.276 

474.277 Sets, Test 

474.280 Meters 

474.281 Oscilloscopes 

474.282 Monitors 

474.283 Sets, Measuring 

474.284 

474.285 Oscillators 

474.286 Detectors 
474.288 Units, Control 

474.291 Oscillators 

474.292 Detectors 

474.293 Sets, Test 

474.294 Meters 

474.295 Oscillators 

474.296 Sets, Test 
474.298 Sets, Measuring 
474.302 Sets, Test 

*478.088 Analyzers 
480.002 Sets, Data 


480.003 Sets, Data 
480.005 Sets, Data 
480.007 

480.009 Sets, Plug-In 

480.010 Sets, Data 

480.012 

480.013 

480.016 

480.017 Sets, Data Auxiliary 

480.020 Sets, Data 

480.021 Sets, Data Auxiliary 

480.022 Sets, Data 

480.023 Sets, Data Auxiliary 

480.025 Sets, Data 

480.026 Sets, Data Auxiliary 

480.027 Sets, Data 

480.029 

480.030 

480.031 

480.052 

480.053 Units, Transmitter-Receiver 
480.054 Units, Misc. 

480.055 Sets, Data 

480.056 

480.058 

480.059 

480.060 

480.061 

480.062 Sets, Data Auxiliary 

480.063 Sets Data 

480.068 

480.069 

480.071 

480.072 Sets, Data Auxiliary 
480.073 

480.076 Sets, Data 

480.077 Sets, Data Auxiliary 

480.081 

480.084 

480.091 Sets, Tests 
480.099 Sets, Data Auxiliary 
480.107 Units, Power 

480.114 Sets, Data 

480.115 Coupler 

480.116 

480.117 

480.118 
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480.119 

Sets, 

Data 

480.120 

Sets, 

Data 

480.121 

Coupler 

480.122 

Sets, 

Data 

480.123 

Sets, 

Data Auxiliary 

480.124 

Sets, 

Data 

480.125 

ll 


480.126 

Coupler 

480.127 

General 

480.128 

Sets, 

Data 

480.130 

ll 


480.131 

II 


480.132 

II 


480.133 

Sets, 

Data Auxiliary 

480.134 

II 

480.135 

Units. 

, Misc. 

480.136 

ll 


480.137 

Sets, 

Data 

481.325 

Probe 



